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ISOTOPE 
SEPARATOR 
LABORATORY 


A new isotope separator laboratory 
at the NBS Center for Radiation Re- 
search in Gaithersburg, Md., now en- 
ables the Bureau to separate and study 
a wide range of isotopes, both radio- 
active and nonradioactive. Equipped 
with an electromagnetic isotope sepa- 
rator, the laboratory has already 
proved highly useful to NBS in the 
preparation of 
sources, the 


isotopically pure 
irradiation of various 
materials, in studies of nuclear struc- 
ture. and ion implantation in semi- 
conductors. 

The isotope separator laboratory is 
being operated, under the direction of 
W. B. Mann, as a national facility in 
the Washington area. Scientists from 
other Government agencies, as well as 
industrial and academic laboratories. 
may arrange to use the isotope sepa- 
rator for experiments in their special 
fields of interest. 

The laboratory building is adjacent 
to the Center’s physics 
laboratory. Besides the isotope sepa- 
rator room, the building houses two 
radiochemistry laboratories. two elec- 
tronic equipment rooms, an_ office. 
and a mechanical equipment room 


radiation 


containing a backing pump, a com- 
pressor for the refrigerated baffles of 
the diffusion pumps. and a water-cool- 
ing system. 

In this instrument isotopic sepa- 
rations are produced by the combined 
action of an electric and a magnetic 
field. The isotope separator consists 
of an ion source and extractor power 
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Left: The NBS electromag- 
netic isotope separator. Its 
ion source is to 

the left of the curved 
electromagnet ; its target 
chamber is at the near end. 
W.B. Mann, seated at the 
control console, tests the 
scanner oscilloscope. J. E. 
Harding connects vacuum 
hoses for degassing the 
spare ion source. Right: 
This spectrum of krypton, 
Kr-80 through Kr-86, was 
plated on aluminum foil. 
The unlabeled isotopes 
may be krypton hydrides. 


supply, an accelerator power supply 
capable of accelerating ions through 
a potential of up to 90 kilovolts, an 
90-de- 
gree-sector electromagnet of 150-cen- 
timeter radius, and a dispersion and 
target chamber in which deceleration 
of the ions to a few hundred volts is 
possible. 


electrostatic-lens chamber, a 


The instrument has the following 
features: It can develop continuous 
beam currents of more than 20 micro- 
amperes, sometimes as large as 100 
microamperes. It has a mass disper- 
sion sufficient to separate all known 
isotopes, a target chamber with facil- 
ities for controlling the temperature 
of the target. a wide range of accelera- 
ting potentials, a suitable collimating 
aperture and lens system for adjust- 
ing the shape of the beam, and means 
of measuring the ion current hitting 
the target. 

The ion source material can vary 
considerably. from a gaseous sub- 
stance to metallic oxides. In the latter 
case a typical operation consists of 
placing a crystalline or powdered ox- 
ide in a quartz tube, and usually pass- 
ing carbon tetrachloride vapor over it. 
forming a chloride of the given metal. 
Some of the chloride as a vapor pro- 
ceeds into the ion source and becomes 
ionized. A special extractor field draws 
out the initial ion beam, which then 
is accelerated toward a target. This 
ion beam is focused by an electro- 
static-lens system into the field of the 
electromagnet that disperses the ions 

continued 
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according to their charge and mass, 
the lighter ions being deflected the 
most. The dispersed ions of the isotope 
of interest are then collected by a tar- 
get. It is interesting to note that the 
final energies of the ions arriving at 
the target also depend upon their state 
of ionization. For example, a doubly 
ionized atom accelerated through a 75- 
kV potential arrives at the target with 
kinetic energies of 150 keV. 

The isotope separator has a great 
many uses, some of which have 
already been explored by NBS staff 
members or guest scientists. Nuclear 
orientation studies of thulium-170 
implanted in iron foils have been made 
by NBS scientists D. D. Hoppes, A. T. 
Hirshfeld, and J. F. Twomey.’ Other 
nuclear orientation studies have in- 
volved the isotopes barium-140 and 
praseodymium-142, also implanted in 
iron foils. Similarly, krypton-82 and 
85 have been implanted in aluminum 
foil for studying Mossbauer effects. 
Damage effects on materials caused 
by isotopes have been the subject of 
another study performed by A. R. 
Landgrebe of NBS and M. Cefola of 
Fordham University. Research on 
semiconducting materials can also 
make effective use of the implanta- 
tion process. 

It is hoped to install a pneumatic 
tube system, which would connect the 
isotope separator laboratory’s radio- 
chemistry laboratories with the target 
rooms of the Bureau’s 150 MeV linear 
accelerator in the adjacent radiation 
physics building. This would allow 
for rapid transmission of a target 
after it had been irradiated in the ac- 
celerator. The target then could be 
tested to determine the isotopic con- 
stituents of the products that have 
very short half-lives. The installation 
of a beta-ray spectrometer is also 
being planned, to provide for the 
spectroscopic investigation of the de- 
cay schemes of the radionuclides 
produced. 


' Hoppes, D. D., Hirshfeld, A. T., and Twomey, 
J. F., Effective magnetic field at '’Tm nuclei im- 
planted in iron, Bull. Am. Phys. Soc., Ser. II, 13, 
No. 1, 126 (1968) 


Pulse power at high frequencies (radiofrequencies) 
makes possible such systems as radar, aircraft naviga- 
tional systems (TACAN), aircraft crash locators, orbiting 
satellite telemetry, and air traffic control. By and large, the 
principal users of these systems are the national defense 
agencies and the aerospace industry. To meet the needs of 
these and other users for improved accuracy in the meas- 
urement of peak-pulse power, the Bureau maintains a 
pulse-power measurement system and calibration service 
at its Boulder laboratories. 

An important component in this measurement system is 
a fast-acting diode switch. Recently, A. R. Ondrejka and 
J. R. Benes of the NBS Radio Standards Engineering Divi- 
sion developed an improved switch that extends the fre- 
quency range of the NBS pulse-power standard up to 2.4 
GHz from the previous 1.3 GHz level. The switch has a 
maximum VSWR (voltage standing wave ratio) of 1.10 
in the frequency range of 0.1 to 2.4 GHz as compared to 
typical VSWR’s of 1.5 to 2.0 GHz for other available 
switches. It has a switching time of less than 5 nanosec- 
onds and can be used to calibrate rf power levels from | 
milliwatt up to 2 kilowatts. 


Pulse Power Measurement 


Measurements of peak-pulse power are made for a num- 
ber of reasons, one of which is to determine if a pulse- 
power system is delivering the amount of power for which 
the system is designed. To make such measurements NBS 
uses the sampling-comparison method which is based on 


the well-established principle of comparing one quantity 


against a second whose value is known or can be measured 
with the desired degree of accuracy. Comparison is made 
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Above: An internal view of the new peak- 
pulse power switch with hand-fitted 
aluminum housing. The probe points to a 
shunt resistor that compensates for the 
series resistance of the switch diodes. 

Right: J. R. Benes (left) and A.R. 
Ondrejka assemble a precision peak-pulse 
power switch they recently developed. 


between peak-pulse power at a given carrier frequency 
and continuous wave (cw) power at the same frequency. 

The sampling-comparison method requires a_ fast 
SPDT diode switch having one output biased normally 
closed and a second output biased normally open. The 
diodes in the switch are arranged so that a negative pulse 
from a switching pulser reverses the open-closed conditions 
of the switch outputs. The pulser is synchronized with a 
main pulse generator that modulates the rf source. During 
the time the switching pulse is impressed upon the switch, 
the rf pulse power is switched from one output to another. 
By adjusting the width of the sampling pulse to a small 
fraction, typically one-tenth of the rf pulse width, a true 
time sample of the rf pulse power is fed to an average 
power detector. 

A variable delay network allows the time sample to be 
taken anywhere along the rf pulse width: hence it may be 
taken at the peak of the pulse by simply varying the delay 
for maximum de output from the average power detector. 
This output value is measured with a precision millivolt 
potentiometer and recorded. The switch is then connected 
to a source of cw power. While all parameters of the 
sampling pulse are kept fixed. the ew power is varied until 
the average power detector output is equal to the previ- 
ously recorded value. Under these conditions the switch 
samples the ew power at the same rate and for the same 
lime interval as for the pulse power. 

The heart of the NBS pulse-power calibration system 
is the fast-acting, coaxial SPDT diode switch. A particu- 
lar requirement of this switch is that it possesses a low 
VSWR, as close to a value of unity as is possible. A low 
VSWR signifies that the switch is accepting very nearly all 
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of the energy applied to it. Fnergy which is not accepted 
but reflected ' instead. represents an uncertainty in energy 
measurement. The switch must also have a wide and a con- 
tinuous frequency range to extend the measurement capa- 
bility of the calibration system. It should also have a short 
sample time to secure a rectangular sample of the pulse 
to be measured. This rectangular sample is desired to as- 
sure complete sampling of the amplitude. good stability. 
and sufficient average power to the detector. 

The new diode switch is of compact size measuring only 
1 x 1 x 3 inches. The diodes. 6 in number. are miniature 
sized type IN 4153. which are only 0.073 inch in diame- 
ter and 0.140 inch long. The diodes are series connected. 
The switch housing. developed and built by Benes. em- 
ploys precision. hand-fitted aluminum parts. Because of 
its small size. the switch is assembled with the aid of a 
microscope. 

The low VSWR is achieved by a strict dimensional con- 
trol of the switch’s mechanical components. The diode elec- 
trical parameters are compensated for by adjustable shunt 
capacitors and shunt resistors. 

Use of the switch in the NBS pulse-power measurement 
system extends the frequency range of the NBS pulse- 
power standard upward to 2.1 GHz to include the new 


unified telemetering band at 2.2 to 2.5 GHz. The fre- 


») 
quency range. starting at 0.1 GHz, is continuous. 


The switch represents the state-of-the-art in rf sampling 
switches. In its present form it is, primarily suited for 
standards-laboratory where 


applications ° pulse-power 


transfer standards are calibrated for eventual field use. 












LASER APPLIED TO 
MOLECULAR 
KINETICS 
STUDIES 


Light Scattered in Liquid 
Reveals New Data 


Michael McClintock adjusts experimental apparatus 
used to observe the Raman spectrum in benzene with 
an argon laser. 





Spectral analysis has long been an 
important tool for obtaining data on 
the intrinsic properties of atoms and 
molecules. In 1928, the discovery of 
the Raman effect by the Indian physi- 
cist C. V. Raman made is possible to 
study molecular dynamics by analyz- 
ing the light scattered from trans- 
parent liquids, solids, or gases. The 
intensity of the Raman effect (which 
appears as extra lines in the spectrum 
of scattered light near each prominent 
line of the spectrum of incident light) 
is governed by the polarizability of 
the molecule. The Raman spectrum is 
faint (between 10° and 10° of the 
incident light intensity), and some of 
the most important regions of this 
spectrum are crowded within a few 
wave numbers of the exciting frequen- 
cies. Therefore, an incident light that 
is spectrally narrow enough to resolve 


special case of Raman scattering in 
which the incident light frequency is 
not changed upon scattering.) His 
mathematical evaluation of the exper- 
imental data related scattered light 
spectra to viscosity, to molecular rota- 
































vibration, and to certain 
molecular concentrations in mixtures 
of two unassociated liquids. Analysis 
of the Raman spectrum also provided 
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new data on molecular coupling. 
The experimental procedures used 

at NBS to obtain both the Rayleigh 

and the Raman spectra were nearly 























identical, except for minor adapta- 
tions of the apparatus to fit the spe- 
cific needs of each case. In general, the 




















beam from an argon ion laser was 
first passed through a dispersing 
prism to eliminate all but the 4880- 
angstrom radiation. The light was 
then fully passing it 
through a linear polarizer. A long- 
focal length lens focused the beam 
into a quartz scattering cell, which 
contained the liquid (benzene, carbon 
disulfide, or 





























polarized by 





the Raman spectrum is an absolute 
prerequisite for a detailed study of 
Raman Light from an 
argon laser meets this requirement. 
Recently at Boulder, Colo., Michael 
McClintock of the NBS Institute for 


Basic Standards used an argon laser 














scattering. 




















tetrachloride). 
The scattered light was then exam- 
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ined from various angles by a spec- 
trometer. 





as a source to obtain and analyze tubes 


served to increase the intensity of the 
spectral lines so that they could be 
recorded. 





Photomultiplier 








the Raman and Rayleigh spectra in 
(Ray- 


leigh scattering may be viewed as a 








several transparent  liquids.' 
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The rotational relaxation times of 
vibrationally excited —_—s molecules. 
derived from Raman lines, provided 
new information about the liquids. 
(Rotational relaxation time refers to 
the mean time for a molecule to be- 
come reoriented by collisions with its 
neighbors.) Relaxation times for vi- 
brationally excited benzene mole- 
cules, for example. were found to be 
5 to 10 times shorter than the relaxa- 
tion times of ground-state molecules. 
This indicated that considerably less 
rotational coupling exists between 
molecules that are all in the ground 
state than exists between vibration- 
ally excited molecules and molecules 
in the ground state. 

Data on the rotational relaxation 
times for benezene, carbon disulfide. 
and carbon tetrachloride also helped 
to substantiate a newly developed 
theory of the molecular kinetics of 
liquids. based on the model of rota- 
tional Brownian motion.” 
different 
zene and carbon tetrachloride were 


Seven mixtures of ben- 
investigated; the amount of benzene 
was varied from about 10 percent to 
80 percent. Analysis of the spectral 
linewidth and intensity of portions 
of the Rayleigh spectrum led to the 
derivation of equations for the con 
continued on page 257 
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NBS STUDIES 
LOSS OF PRESTRESS IN CONCRETE 


Prestressed concrete* has advantages over conventional 
reinforced concrete that make it preferable for many ap- 
plications. It is more resistant to cracking. for example. 
and can also be used in longer span lengths. Some prop- 
erties of concrete thus treated. however. have not been 
fully explored. Chief among these is the loss of prestress 
due to shrinkage and creep upon aging. 

With the tremendous amount of prestressed concrete be- 
ing used every day. it is essential that its characteristics 
he known.' To this end, P. H. Petersen and D. Watstein of 
the NBS Institute for Applied Technology recently made 
a study of the shrinkage and creep occurring in prestressed 
concrete as a function of aging and environmental condi- 
tions. Deformations under different conditions of humid- 
ity. ratio of prestress to strength, and ratio of cross- 
section area to surface area per unit length (mass ratio) 
were determined for time intervals up to 500 days. 

In the NBS tests concrete specimens made with normal 
(Type I) and high early-strength (Type III) portland 
cement were used. Forty-nine sets of specimens were fab- 
ricated and tested. Each set consisted of a prestressed, 
symmetrically reinforced specimen and an otherwise iden- 
tical comparison specimen without reinforcement. The un- 
reinforced specimen served as controls to determine the 
shrinkage or swelling. 

The reinforcement consisted of 0.1125-inch diameter 
steel spring wire. Depending on the size of the speci- 
men, 4. 16. 18, or 64 wires were used. 

\ll specimens were fabricated in the form of right 
prisms with square, hexagonal, or octagonal cross sec- 
tions. Lengths ranged from 32 to 67 inches. The con- 
crete consisted of cement. sand, and pea gravel in the 
proportions 1: 1.5: 2.0 by dry weight. All specimens were 
wet cured until the age at which the prestress force was 
transferred to the concrete. 

The reinforcement wires were pretensioned at least a 
week in advance of casting concrete to eliminate effects of 
creep of the steel. An initial steel tensile stress of either 
125 O00 psi (8.6 * LO’ N/m*) or 119 000 psi (8.2 * 10° 
\ /m*) on each wire was recorded at the time the prestress 
was transferred to the concrete. The wires were thoroughly 
cleaned with solvent before casting the concrete to facili- 
tate bonding throughout their length. 


Prestressed concrete is reinforced concrete in which the reinforcement 
wires are tensioned before placing the concrete around them. When the con 
rete dries enough for a bond to form, the wires are released; this transfers 
the stress to the concrete 
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When the prisms reached the desired age of either 7 or 
28 days. the prestress was transferred to the concrete 
by releasing the wires from the holding devices that were 
used for pretensioning the wires. Immediately before and 
after transferring the prestress strain to the concrete. gage 
readings were taken. The readings were continued at reg- 
ular intervals up to an age of 500 days. Readings were 
taken on the nonstressed specimens each time they were 
made on the prestressed ones, 

Upon release of prestress to the concrete. any change in 
gage length on the concrete was assumed to denote the 
same change in length in the steel. Thus. the residual total 
load still in the steel wires could be computed, and from 
this. the concrete compressive stress based on net area of 
concrete was determined. 

Data on the specimens were divided into the two ages 
at which the prestress forces were transferred to the con- 
crete (7 and 28 days). Creep, shrinkage or swelling. ini- 
tial concrete prestress (allowing for elastic deformation 
only), and subsequent stress in the concrete at ages of 
1. 10. 100, and 500 days (from the time of transfer of 
prestress) were obtained. 

The NBS study showed that early shrinkage of non- 
stressed specimens exposed to 70 °F and 50 percent rela- 
tive humidity was dependent upon the mass ratio. Small 
cross-sectional specimens exhibited more rapid shrinkage 
at an earlier age than the larger specimens. but the larger 
specimens appeared to approach the shrinkage values of 
smaller ones at ages of about 500 days. 

Loss of prestress in the reinforced specimens varied 
linearly with the ratio of initial concrete prestress to 
initial strength. regardless of strength of concrete or age 
of release of prestress. There was little difference in the 
percentage of loss of prestress between specimens of nor- 
mal portland cement and those made with high early- 
strength cement when storage conditions were the same. 

Unit creep strain (creep strain at 500 days divided by 
initial concrete prestress) was found to be dependent upon 
moisture conditions during storage. Greater creep per psi 
of stress occurred at 50 percent relative humidity than at 
100 percent relative humidity. 
almost 
independent of the prestress-strength ratio for specimens 


Unit creep strain at 500 days appeared to be 


stored at 100 percent relative humidity. For specimens 
stored at 50 percent relative humidity. however. unit creep 
strain at 500 days appeared to decrease linearly with in- 
creasing prestress-strength ratios. The mass ratio had 
little significant effect on the unit creep strain at 500 days. 


continued on page 247 




























This column regularly reports significant developments 
in the program of the National Standard Reference Data 
System, which was established to make critically evaluated 
data in the physical sciences available to science and tech- 
nology on a national basis. The System is administered 
and coordinated by the NBS Office of Standard Reference 
Data. 


CODATA Meeting Held in Germany 


The Third Annual Meeting of the Committee on Data 
for Science and Technology of the International Council 
of Scientific Unions was held in Frankfurt, Germany, June 
28 and 29, 1968, in the offices of the Gmelin Institute. 

NBS was represented by F. L. Brady, Chief of the Office 
of Standard Reference Data, who attended as an observer. 

Committee membership is of three types: national mem- 
bers, Scientific Union members, and co-opted experts. The 
original national members were France, Japan, the Soviet 
Union, the United Kingdom, the United States, and West 
Germany. Canada joined recently and Italy will join soon. 
During the meeting the national members of Japan and 
the Soviet Union were elected to the Bureau of CODATA 
(the executive committee) and Guy Waddington, former 
Executive Director of the Secretariat for CODATA, was 
elected as a co-opted expert. 

The Central Office of CODATA was transferred from 
the National Academy of Sciences in Washington, D.C.. to 
the Institute for Documentation in Frankfurt on July 1. 
1968: at the same time, Executive-directorship was trans- 
ferred from Guy Waddington to Christoph Schafer. The 
new address is ICSU-CODATA, Westendstrasse 19. 6 
Frankfurt/Main, Germany. 

Among the principal activities of the CODATA office 
have been the preparation for the first international 
CODATA Conference on Numerical Data held at the Evan- 
gelische Akademie, Arnoldshain (near Frankfurt). and the 
gathering and editing of information for a compendium 
of data compilation projects currently in progress through 
out the world. 

At the Frankfurt meeting, reports were presented on the 
activities of the task groups for computer usage, key values 
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for thermodynamics, and fundamental constants. Principal 
activity of the task group on computer usage has been a 
survey of machine techniques used in various data centers 
throughout the world. The task group on key values for 
thermodynamics has decided on the properties and sub- 
stances with which it will deal and has considered a pre- 
liminary set of 17 key values prepared by members from 


the U.S. and U.S.S.R. 
CODATA Conference on Numerical Data 


To promote the objective of serving as a channel of com- 
munications, CODATA organized a symposium entitled 
the First International CODATA Conference on the Gen- 
eration, Collection, Evaluation, and Dissemination oj 
Numerical Data for Science and Technology. The confer- 
ence was held at the Evangelische Akademie in the Taunus 
Mountains. Almost 100 attended, representing 13 coun- 
tries and one international organization—the Interna- 
tional Atomic Energy Agency. The participants were data 
evaluators, program managers, documentalists, govern- 
ment officials, and CODATA representatives from all mem- 
ber countries. 

The program featured discussions of the major national 
programs, operation of a number of specific projects 
(Landolt-Bornstein Tables, IUPAC Center on Thermody- 
namic Properties of Fluids, Thermophysical Properties 
Research Center, Neutron Cross Section Data Center), 
common problems of compilers working in related fields 
(thermodynamicists, infrared spectra), the use of com- 
puters in data centers, and the future role of CODATA 
itself. Some of the reported data and related activities of 
the attending countries were as follows: 

(a) Soviet Union. Five representatives of the Soviet 
Union attended the conference, and reviewed data activi- 
ties in their organizations. The senior member of the 
U.S.S.R. group was M. A. Styrikovich, a Deputy Chair- 
man of the Academy of Sciences and Chairman of the Na- 
tional Committee for CODATA. A second member of the 
group was the Deputy Director of the Soviet State System 
of Standard and Reference Data (GSSSD). The GSSSD 
is a responsibility of the State Committee on Standards. a 
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body with organizational status equivalent to that of the 
Academy of Sciences. Three others represented the Insti- 
ute for High Temperature in Moscow. 

(b) Germany. The Physikalisch-Technische Bundes- 
istalt (PTB) in Germany (approximately the equivalent 
»f NBS) has embarked upon a study of data compilation 
activities and establishment of information centers. 

(c) France. The government of France has recently 
stablished a National Bureau of Metrology, with func- 
tions similar to those of the National Bureau of Stand- 
ards. Previously these functions had been scattered 
through four different Ministries. The new Bureau does 
not intend to construct new physical facilities but will 
coordinate and integrate the various scattered activities. 

During the meeting, panels on infrared spectroscopy 
and chemical thermodynamics made progress in plan- 
ning better coordination of future efforts in these fields. 
Other panels achieved some results on defining terms and 
on indexing. The panel on definitions of terms considered 
the connotations of the widely used term “standard,” as 
in Standard Reference Data. For example, in the U.S.S.R. 
it connotes a legal standard or specification; in other 
countries it may imply recommendation by an interna- 
tional body or by a national standardizing laboratory; 
still others would use it to refer to any collection of evalu- 
ated data. 

In a final session, CODATA received many suggestions 
for future work. Noteworthy was a proposal from V. N. 
Kondratiev of the U.S.S.R. that evaluation and compila- 
tion of data for chemical kinetics be started on an interna- 
tional basis. A closing recommendation was that a Second 
CODATA Conference on Numerical Data be held in 1970 


somewhere in Europe. 


NBS Alloy Data Center 


The NBS Alloy Data Center, one of the data centers in 
the National Standard Reference Data System, has two 
primary functions. One is to maintain an awareness and to 
stimulate communication and exchange of information 
between (already existing) data centers in the metals and 
alloy fields. The other is to collect and evaluate data in 
those fields where special competence exists within the 
NBS Alloy Physics Section. The Alloy Data Center is part 
of the Alloy Physics Section within the Me tallurgy Divi- 
sion of the Bureau. Areas in which the Section is carry- 
ing out programs of active research are: nuclear magnetic 
resonance (NMR), ferromagnetic nuclear resonance, soft 
X-ray Mossbauer effect, low temperature 
measurements of specific heat and susceptibility, and 
other magnetic properties. 

At the Center documents have been compiled for NMR 


spectroscopy, 


in metals and alloys. All documentation on experimental 
Knight shift results is complete and up to date. The Knight 
shifts are now being evaluated for publication; 
NMR parameters may be evaluated at a later date. An 
annotated bibliography on soft x-ray spectroscopy was 


other 
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prepared in the Alloy Physics Section before the Center 
was formed. This compilation is being kept current by the 
Center and the evaluation of the soft x-ray spectra will 
be underway shortly. 

A single bibliographic system has been designed to 
automate the Center’s document file. NBS Technical Note 
464, The NBS Alloy Data Center * ($1.25), describes how 
the system may be used directly by others who intend to 
maintain files of documents in this technical area. 
Although the system was designed to handle specific prop- 
erties of certain materials of interest to the Center, it may 
be used effectively to document papers covering other prop- 
erties of these materials. For the system to handle these 
other properties, a modified thesaurus is used that allows 
the structure and most of the coding of the system, as well 
as the computer programs, to remain unaltered. Other data 
groups who use the system for the storage and retrieval 
of their own documents may have the Center’s files added 
to their magnetic tapes. 

In the system, the classification of properties is strongly 
oriented toward the storage and retrieval of papers dealing 
with experimental results or papers bearing directly on 
experimental results. The automated bibliographic system 
also has built into it a method for bringing together papers 
in related fields. This is an important feature for data 
evaluators in that it facilitates a check on the internal con- 
sistency between tables of different properties. 


ICSU-UNESCO Panel Meeting on Scientific 


Information 
A joint ICSU-UNESCO study on the feasibility of an 


international science information system has been under- 
way for approximately two years. At a meeting of the 
Working Group in Paris, December 1967, a number of 
subpanels were established to study special aspects of the 
problem. One of these was on the subject of evaluation, 
compression, and organization of scientific information. 
under the leadership of H. Kaiser, Director of the In- 
stitute for Spektrochemie and Angewandte Spektroskopie 
in Dortmund, E. L. Brady of the National 
Bureau of Standards is a member of this subpanel. The 
subpanel met at the Royal Society’s 
don, U.K., on July 8, 1968, and approved a report on 
Evaluation, Compression, and Organization of Scientific 
Information. The report has been submitted to the ICSU- 
UNESCO Working Group and has been accepted 
working document. 


Germany. 


s headquarters in Lon- 


Serves as Consultant 


On September 30, 1968, Charlotte Moore Sitterly, Direc- 
tor of the Atomic Energy Levels Data Center, retired after 
23 years of distinguished service at the National Bureau 
of Standards. She had served as leader of the Atomic 
Energy Level project in the Atomic Physics Division for 
22 years. William C. Martin of the NBS Atomic Physics 
Division, with the assistance of Lucy Hagan, took over the 


Charlotte Moore Sitterly 
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work of the Center. Dr. Sitterly, however, will continue her 
association with NBS and the NSRDS, receiving a special 
appointment as Consultant to the Office of Standard Refer- 
ence Data. (Dr. Sitterly’s technical publications appear 
under the name of Charlotte E. Moore.) Dr. Sitterly has 
been working on a number of tables of atomic spectra that 
have yet to be completed. One of her tasks as a consultant 
will be to complete these tables. In addition, she will pre- 
pare for publication manuscripts on the spectra of Yb I. 
Hf I. Mo I, and Ta I; a manuscript on the temperature 
classification of Dy: and an updated bibliography of the 
atomic spectra, continuing the lists published in NBS Cir- 
cular 467. 

{ symposium and reception were held at NBS in honor 
of Dr. Sitterly on October 4, 1968. Principal addresses 
were given by Jesse Greenstein of the California Institute 
of Technology. A. G. Shenstone of Princeton University, 
and Richard Tousey of the U.S. Naval Research 
Laboratory. 


NSRDS Publications To Use SI Units 


In accordance with NBS policy.? the Office of Standard 
Reference Data has recommended to all data centers and 
projects associated with the NSRDS that the Inter- 
national System of Units be used in all publications 
prepared for the NSRDS. 


U.S.-U.S.S.R. Cooperation in Data Compilation 


Donald D. Wagman, Chief of the NBS Chemical Ther- 
modynamics Data Center, visited the U.S.S.R. June 17-30, 
1968, as a member of the CODATA Task Group on Selec- 
tion of Key Values of Chemical Thermodynamic Prop- 
erties. Included in Mr. Wagman’s itinerary were visits to 
the Thermochemical Laboratory of Moscow State Uni- 
versity, the All-Union Institute of Scientific and Techni- 
cal Information (VINITI). and the Mendeleev Institute of 
Metrology in Leningrad. 

Discussions were held at laboratories of the Institute of 
High Temperature and at Moscow State University. V. P. 
Vassiliev of the Institute of Chemical Technology at 
Ivanovo, who has been correlating data on heats of dilu- 
tion. was also present for some of the discussions. S. M. 
Skuratov. Laboratory 
and one of Russia’s leading calorimetrists. expressed the 
hope that his and the NBS group could soon pool efforts 
and thus expedite the entire program of thermodynamic 
data evaluation. 


Director of the Thermochemical 


As a result of the discussions, the Soviet group agreed 
to accept the values recommended by NBS for certain 
carbon compounds. The agreement will make the tables 
prepared by the two groups more compatible and mutu- 
ally consistent. In addition, it was agreed to establish a 
procedure for mutual review of selections of values for 
other important substances. This procedure will also 
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be used in establishing key values of thermodynamic dia 
to be proposed to the CODATA Task Group. 

While in Moscow. Mr. Wagman visited several of t' e 
research divisions of the Institute of High Temperatu 
This Institute, under the direction of A. E. Sheindl 
was created by bringing together a number of resear:h 
groups previously located in other Institutes. Its ge 
eral programs are carried out in six main divisions: liquid 
metals and gases, high temperature solids. molecular 
physical chemistry. magnetohydrodynamics, plasma phys 
ics, and mechanical 
refractories. 


properties and fabrication of 

These divisions frequently serve as research groups for 
larger institutes engaged in practical applications of mag- 
netohydrodynamics. high energy chemistry. nuclear re- 
actor materials, etc. In addition, the divisions carry out 
extensive research programs of their own. 

These research programs appear to focus on the prep- 
aration and publication of complete reference works on 
classes of substances. The Division of Liquid Metals and 
Gases. under E. E. Shpilrain, has set itself the task of pre- 
paring a compendium on the alkali metals. To fulfill this 
task, the experimental programs of the division provide 
needed data on thermal conductivity. electrical conduc- 
tivity, viscosity, and density as a function of tempera- 
ture for the alkali metals and their binary systems. 

Similarly. the experimental programs of the Molecular 
Physical Chemistry Division, under Lev Gurvich. provide 
the experimental data in spectroscopy and molecular strue- 
ture necessary to guide them in their program of refer- 
ence data on high energy compounds, heavy metal oxides. 
halides. carbides and nitrides. and alkaline earth com- 
pounds. Development and use of empirical correlation 
schemes also appear to be an integral part of their effort. 
Thus, the data compilation and evaluation efforts serve 
as foundations for the experimental programs of the re- 
search groups. 


Quantitative Electrical Letter Symbols 


USA Standard Y10.5-1968,. Letter Symbols for Quan- 
tities Used in Electrical Science and Electrical Engineer- 
ing, has been issued by the USA Standards Institute and by 
the American Society of Mechanical Engineers. the spon- 
sors of this standard. This USA standard joins nearly 
3000 other standards that have been approved as American 
Standards by the American Standards Association (ASA). 
On August 24, 1966. the ASA was reconstituted as the 
United States of America Standards Institute. Standards 
approved as American Standards are now designated 
USA Standards. The Office of Standard Reference Data 
is encouraging projects and data centers to follow USAS 
Y10.5—1968. 


Available from the Superintendent of Documents US Governme 


Printing Office. Washington, D.C. 20402, for the price indicated 
> See NBS Interprets Policy on SI Units, NBS Tech News Bull. 52, No. ¢ 
121-124 (June 1968) 
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CRYOGENIC FLOW RESEARCH FACILITY 
ESTABLISHED AT NBS 


\ new Cryogenic Flow Research Facility, sponsored 
jointly by the National Bureau of Standards and the Com- 
pressed Gas Association, has recently been established at 
the Boulder (Colo.) laboratories of the NBS Institute for 
Basic Standards. The design, construction, and operational 
planning for the facility have been under the direction of 
D. B. Mann, J. W. Dean, and J. A. Brennan of NBS. 

This experimental facility, unique to cryogenics, will 
allow the study of fluid metering and fluid metering prac- 
tices under controlled conditions, and over a wide range 
of temperatures and pressures. It is expected that from 
these studies a uniform methodology for flow measurement 
of cryogenic fluids can be defined and new flow measure- 
ment techniques evaluated. 

Impetus for such a facility came from a growing aware- 
ness by those working in the cryogenic field that direct 
application of the classical methods of fluid metering to 
cryogenics was failing to give the precision and accuracy 
required, mainly because of a lack of definition as to how 
meters should be installed and operated. Also, recent 
interest by industrial and regulatory agencies, in the area 
of commercial transfer measurement of cryogenic 
fluids, has pointed up the lack of quality research in this 
area. 

Through the use of the test facility, NBS will carry out 
an extensive cryogenic fluid metering program oriented 
towards satisfying the commercial transfer needs. Thus, 
the focus will be on investigating problems arising from 
the quantity-type, moderate-flow rate metering of cryo- 
genic fluids associated with commercial transfer. The pro- 
gram is expected to be concentrated in the following three 
areas: (1) The study of the performance of existing classi- 
cal meters under well-defined reproducible conditions: 
(2) the development of recommended practices for the 
most effective transfer of cryogenic fluids of interest in 
commerce; and (3) the investigation of new commercial 
transfer metering devices. 


PRESTRESS continued 


It was also found that wires 0.1125 inch in diameter, 
tensioned to 125 000 psi (8.6 10° N' m*) initial pre- 
stress, required an embedment for anchorage of less than 
10 inches in length when used in good quality normal 
portland-cement concrete with an age of release of pre- 
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The facility consists of a pumped cryogenic flow loop, 
designed to give continuous, steady-state operation. The 
working fluid, either liquid nitrogen or liquid argon, is 
pumped out of a storage or catch tank into a heat 
exchanger, where the pump and heat energy are removed. 
and then back into the catch tank. This provides for ther- 
mal equilibrium and the operation of a closed system with- 
out liquid loss. 

Flow rates will range from 20 to 200 gallons per minute. 
which is the rate area of prime interest to industry. Pres- 
sures and temperatures may be varied within the system 
from 63 K, 94 mm Hg (1.25 * 10! N/m*) to 115 K, 275 
psia (1.9 10° N/m*), by a combination of subcooler 
operation and nitrogen or helium gas pressurization. 

The facility has the capability, with some modification, 
for the study of combined states such as liquid-vapor and 
liquid-solid. This was deemed necessary, since cryogenic 
fluids are nearly always boiling, two-phase mixtures, and 
because there is potential for no-loss storage by using 
liquid-solid mixtures (slush). 

Although the facility is basically designed for flow 
research, a sophisticated calibration system is necessary 
to indicate meter performance. Thus, a dynamic gravi- 
metric calibration technique is used to determine the 
fluid-mass flow rate or totalized flow. Thermophysical 
property data are being used, initially, to convert to vol- 
ume flow rates. 

The NBS Cryogenic Flow Research Facility will benefit 
the compressed gas industry and users by providing them 
with a common ground of recommended practices for the 
commercial transfer of important cryogenic fluids. It will 
also provide regulatory agencies a common place for type 
testing of cryogenic fluid metering devices. In addition, the 
facility will be of benefit to the entire cryogenics field by 
providing a better understanding of cryogenic fluid flow 
for the more efficient and economical operation of all types 
of cryogenic processes. 


stress as early as 7 days. This was also true when used 
in high early-strength cement concrete with transfer as 
early as 3 days. The required length of embedment ap- 
peared to be independent of cure of concrete (wet or dry). 


and Watstein, D., Shrinkage 
concrete, NBS Bldg. Sci. Series 13 (Feb. 1968) 


t Government Printing 


‘For complete details, see Petersen, P. H 
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LARGE 


NEGATIVE ION 


OFFERS 

KEY 

TO 
IONOSPHERE 


A pentatomic negative ion, thought 
to be the most complex negative ion 
ever isolated with sufficient resolution 
for unambiguous identification, has 
been investigated at the National 
Bureau of Standards. This ion, known 
as hydroxyl monohydrate (H,0.°), 
has been shown to have the response 
to light that may characterize certain 
negative ions in the ionosphere, the 
layer of electrically charged particles 
in the earth’s upper atmosphere. Thus 
it may be an ion for which scientists 
have been searching for the past 15 
years. The ion’s energy characteristics 
were found in photodetachment analy- 
sis studies conducted by Bruce Steiner 
and Stephen Golub of the NBS Insti- 
tute for Basic Standards with support 
from Project DEFENDER (U.S. De- 
partment of Defense). 

One of the interesting properties of 
the ionosphere is observed during 
polar-cap absorption events—periods 
sometimes lasting several days during 
which the absorption of radio waves 
increases in the polar regions. At this 
time there is a daily increase in ion 
concentration at sunset in the iono- 
sphere’s lowest (or D) region, and a 
corresponding decrease in ion concen- 
tration at Because the D 
region acts as a reflectance barrier 


sunrise. 


for electromagnetic waves such as 
radar. the 
ion concentration causes noticeable 


radio and change in 
changes in the propagation of these 
waves. These effects may result from 
the presence of ions with photode- 
tachment energies equal to the amount 
of energy they absorb from solar radi- 
ation during the daylight hours. Thus, 
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in daytime the ions would lose elec- 
trons by photodetachment and become 
electrically neutral. Then, during the 
hours of darkness the electrons freed 
during the day would re-attach them- 
selves to the neutral molecules in the 
ionosphere and again form negative 
ions. Scientists have been trying for 
many years to determine the identity 
of the negative ions responsible for 
these effects and to determine their 
true photodetachment energies. 

Photodetachment energies of sev- 
eral negative ions have been deter- 
mined, including such ions as O-, O.>, 
OH’, I-, and SH’ ;'~* however, none of 
these has a photodetachment energy 
comparable to the solar radiation 
energy required. More recently NBS 
scientists have completed equipment 
which enables them to investigate 
larger negative ions (5 atoms instead 
of 1 or 2 atoms). Experiments show 
that the five-atom ion, H,O.°, possesses 
the necessary photodetachment en- 
ergy for it to be considered an impor- 
tant ion in the ionosphere. 

An important factor in the identifi- 
cation of this ion was the use of a 
double-focusing mass analyzer that 
focuses a narrow beam of ions for 
study, thus making possible much 
higher resolution and greater sensi- 
tivity. Besides the mass analyzer, the 
apparatus, which was designed with 
the assistance of Nikita Wells of NBS, 
consists of an ion source, a lens that 
focuses the mass-analyzed beam into 
the collision chamber, and a mono- 
chromatic light source. 

In the collision chamber the ion 
beam interacts with the monochro- 








matic light at various wavelengths 
selected by a special monochromator. 
During the collision the ions absorb 
photons and emit electrons that are 
focused into an electron multiplier 
above the collision chamber. Data re- 
corded during the collision process in- 
clude the photon wavelength and the 
variation of electron multiplier cur- 
rent with changes in wavelength. The 
shape of the curve above the threshold 
or “onset” is also of importance in giv- 
ing a full analysis of the detachment 
process. 

Photodetachment studies of other 
complex negative ions are being 
planned. A test stand to develop bet- 
ter ion sources has evolved from past 
experiments and is under concen- 
trated study by NBS scientist Robert 
M. Mills. Parameters such as ion beam 
current (and voltage) as a function of 
beam intensity are being investigated. 
as are variations in chamber location 
for extracting the beam. 

The main objective of the develop- 
ment program is to determine a set of 
parameters that satisfy requirements 
for a universal negative ion source. 
Such a source must produce any de- 
sired ion with as high a beam intensity 
as possible. This project should enable 
larger and more complex negative ions 
to be readily produced for.study. 


1 Bates, D. R., and Massey, H. S. W., The nega- 
tive ion concentration in the lower ionosphere, J 
Atmos. Terr. Phys. 2, 1-13 (1951) 

’Branscomb, L. M., Photodetachment cross 
section, electron affinity, and structure of the 
negative hydroxyl ion, Phys. Rev. 148, No. 1 
11-18 (Aug. 1966) 

Steiner, B., The cross section for the photode- 
tachment of electrons from I-, Phys. Rev. 173, 
No. 1, 136 (Sept. 1968) 

‘Steiner, B., The photodetachment of elec- 
trons from SH~, to be published 
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ELECTROSTATIC 
. Steiner adjusts Schematic of the NBS double- ANALYZER 
beam indicator focusing mass analyzer for deter- 


i. high resolution mining the photodetachment 


etachment characteristics of H,Os ions. High 
tus. resolution and sensitivity was 
provided by the electrostatic ana- 

lyzer and its assembly (in dashed 

block—upper left). 
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Stephen Golub adjusts the height of the exit slit of the analyzer. 
An electrostatic analyzer in combination with an electromagnet 
increases the energy and mass resolution of the negative ion beam. 


1 test stand to develop a universal negative 
ion source has evolved from NBS photo- 
detachment experiments. In the test chamber 
such variables as changes in current, voltage, 
pressure conditions, and location of beam 
extraction are studied. Robert M. Mills 
plots new data. 


1ON CURRENT 


1ON CURRENT 
x 10 


lon current asa function of atomic mass for a 
hydroxyl monohydrate negative ion beam. 
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STANDARDS AND CALIBRATION 


STANDARDIZATION OF 3.5-mm COAXIAL LINE 


The Joint Industry Research Committee on Standardiza- 
tion of Miniature Precision Coaxial Connectors has recom- 
mended the standardization of the 3.5-mm, 50-ohm, air- 
dielectric coaxial line. This recommendation resulted from 
the Committee’s June 1968 meeting held at the Bureau’s 
laboratories in Boulder, Colo. 

The Joint Committee is composed of representatives 
from industry and government. It is concerned with 
improving the performance of miniature electronic coaxial 
connectors, which are extensively used in aerospace and 
electronic instrumentation applications. The Committee 
is also concerned with reducing the wide variety of non- 
interchangeable coaxial connectors now in use due to a 
lack of standardization. 

At previous Committee meetings it was determined that 
two sizes of standardized miniature air-dielectric lines 
were necessary for precision electronic measurements in 
coaxial systems operating at frequencies up to 40 GHz. 

The recommended 3.5-mm size will fit in well with the 
present [FEE standardized 7-mm and 14-mm line sizes. 
A smaller bore (less than 3.5-mm) line size will be recom- 
mended by the Committee in the near future when more 
data are available concerning the performance of minia- 
ture precision coaxial connectors. 

The Committee is now working to develop precision 
connectors for the recommended 3.5-mm, 50-ohm, coaxial 
line. These connectors are to have no bead resonances at 
frequencies below 28 GHz and they will be recommended 
for use in systems operating at frequencies ranging from 
de to 26.5 GHz. The 3.5-mm coaxial line can be used at 
frequencies up to 36 GHz: however, at such higher fre- 
quencies the beaded connectors can generate undesirable 
modes of propagation. This multimoding restricts the 
upper frequency limit of the connectors. 

The recommendations approved by the Committee will 
form the basis of a voluntary standard to be developed 
under the Product Standards procedures issued by the 
Department of Commerce. The Bureau’s Office of Engi- 
neering Standards Services will cooperate with the Com- 
mittee in the development of the standard or standards 
that result from the Committee’s activities in this area. 

The Joint Committee is chaired by Andrew Alford. 
Alford Manufacturing Company. It meets several times 
each year and because its deliberations and recommenda- 
tions can affect coaxial line and connector design stand- 
ards, Committee activities are of considerable interest to 
electronic equipment manufacturers and users. 
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NBS participation in the activities of this important 
Committee is an example of service to industry and gov: 


ernment by NBS. 
10-KILOHM STANDARD RESISTORS 


During the past several years there has been a grow: 
ing need for increased accuracy in the measurement of 
resistance at the kilohm level. This need has been felt 
especially by the electronics industry, the military serv- 
ices, and the industrial standards laboratories. 

To help provide the required accuracy, the NBS Insti- 
tute for Basic Standards is now reporting calibration re- 
sults for certain new-type 10-kilohm standard resistors to 
0.1 ppm.' In the new calibration service, the total un. 
certainty for the measurement process is 0.0001 percent 
based on an estimated 3-sigma limit for random errors. 
This is a sevenfold improvement in measurement uncer- 
tainty compared with the service offered on older-type 10- 
kilohm units, and is equal to the present uncertainty given 
in reports of calibration for Thomas-type l-ohm standards. 

The recent commercial appearance of several improved 
types of 10-kilohm standard resistors having low tem- 
perature coefficients and low apparent time constants has 
warranted this additional service. The new 10-kilohm cal- 
ibration service is not designed to replace that currently 
available to owners of Thomas-type l-ohm standards, but 
rather to supplement this service by providing an addi- 
tional high-accuracy reference point in the resistance spec- 
trum. There is no change in the accuracy statement appli- 
cable to the older-type 10-kilohm standards. 

Laboratories now employing some form of “hoot- 
strap” technique in calibrating their various resistance 
standards from a one-ohm reference unit may find the new 
10-kilohm standards quite useful in the process, especially 
when there is need to go to very high values on the re- 


E.F. Gard (right) and T. E. Wells calibrate a new-type 10-kilohm 
resistor (at Mr. Gard’s right elbow). 
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stance scale. In addition. the 10-kilohm level is of great 

portance because modern methods for the absolute 
measurement of resistance, starting from computable 

sacitors. assign values in absolute measure to standard 
resistors at this point in the scale of resistance values. 

Data showing the accuracies now available at NBS for 
calibration of resistors are given in Table 1. Note that 
the uncertainty of measurement in the new calibration 
service (10000-ohm entry) is equivalent to that for 1- 
ohm measurements, offering a convenient point to begin 
i hoot-strap operation to higher values. 

Because of the considerable amount of work required 
in calibrating 10-kilohm standards in terms of the unit 
maintained at the l-ohm level. the new service will be 
wailable only at periodic intervals. Clients interested in 
this service should make a written request to: 

Chester Peterson. Chief 

Resistance and Reactance Section 

Rm. B146. Metrology Bldg. 

National Bureau of Standards 

Washington. D.C. 20234 

Requests will be acknowledged as received, and at 
suitable intervals of time (3 to 6 months) a measurement 
date will be announced. All owners will then be notified 
to submit their standards. 


{ecuracies currently reported by NBS for 
standard resistors (wire-wound type) 


Nearest 
ppm to 
which 
reported 
values are 
rounded off 


Measurement 
uncertainty 


Nominal resistance 


Ohms ppm 
1 000 000. ‘ 15. 
100 000. 5 10. 
10 000. ; 1 
New -type 10 O00. * , l. 
only 
1000. 
100. 
10. * 
Pe 
Thomas-ty pe l. 
only 
0. 1* 
0. O1* 
0. OOL* 
0. OOOL* 


*Four-terminal measurement. 


COAXIAL NOISE GENERATORS 
\ service for the calibration of coaxial noise generators 
at 3 MHz has been announced by the Radio Standards 
Engineering Division (Boulder. Colo.) of the NBS In- 
stitute for Basic Standards. This service. which is the first 
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to be offered for noise temperature measurements of noise 
sources that operate in coaxial systems at high frequen- 
cies (nominally from 30 kHz to 1 GHz and above, for 
coaxial systems). will help industry and scientific labora- 
tories to meet pressing needs for precise measurements of 
noise power spectral density. It augments a similar serv- 
ice that has been available for rectangular waveguide sys- 
tems (WR62. WR90) in the microwave region **' (nomi- 
nally from 1 GHz to 40 GHz and above. for rectangular 
waveguide systems). 

The quantity that is measured in this new service is 
the noise temperature * of random noise generators. The 
calibration is performed within a 9 kHz bandwidth cen- 
tered at 3 MHz. Measurement capabilities are in the range 
of 75 kelvins (K) to 30000 kelvins.” Typical noise gen- 
erators that will be calibrated under this service are 
thermal noise generators. shot noise generators (tempera- 
ture-limited diodes and semiconductor diodes, and 
certain other types of generators using vacuum tubes. gas- 
discharge tubes. or semiconductors that produce thermal- 
like noise voltages in the frequency and power range 
specified. 

Random noise generators are widely used in the meas- 
urement of the noise figure of radio receivers and ampli- 


fiers. Also. in certain critical applications. such as are 
found in the fields of radio astronomy and of deep-space 


probing by satellites. precision noise generators are used 
to calibrate the system noise temperature to assure maxi- 
mum range and accuracy. To meet the demands arising 
from these activities. NBS scientists have worked for sev- 
eral years on a new technique ° for the precise measure- 
ment of noise power spectral density. This technique uses 
a correlation scheme * whereby the power from the noise 
eenerator under calibration is compared with the power 
from a very stable and accurately controllable sinusoidal 
signal generator. Two very stable and accurately known 
random noise generators. built at NBS for this service, 
are used to calibrate the measurement system. One of'these 
generators also serves as the reference standard for cali- 
brating the noise generator under calibration. 

An elementary explanation of the measurement tech- 
nique is as follows. The power from the noise generator 
under calibration is compared with that from a stable 
CW generator by adjusting the CW generator power level 
to produce a null output voltage from the measurement 
system. Power from a reference standard noise generator 
is then compared with the power from the CW generator 
in like manner. The noise temperature of the generator 
under calibration is computed by the system equation. 
using the known noise temperature of the reference stand- 
ard generator. the known relative change in the CW 
power level. and the empirically determined system 
parameters. 

The measurement apparatus used in this new calibra- 
tion service is similar to that described previously.~ Cer- 
tain operational improvements have been made in the 
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STANDARDS AND CALIBRATION continued 


present apparatus, but the overall features are the same. 

The two reference standard noise generators are ther- 
mal noise generators consisting of passive electrical com- 
ponents immersed in temperature-controlled baths. One 
noise generator uses a bath of liquid nitrogen which is 
free to boil at a temperature (about 76 K) determined 
principally by the ambient atmospheric pressure. The 
other noise generator uses a bath of silicone oil that is 
heated to any selected temperature within the range of 
approximately 325 to 575 K. Both generators have an ad- 
justable source impedance that permits setting the im- 
pedance of the reference standard to be the same as that 
of the noise generator under calibration. This minimizes 
the measurement error produced by the VSWR of the 
calibrated noise generator. 

With the present apparatus, the uncertainty in the cali- 
brated value of noise temperature is approximately 1] 
percent of the noise temperature. To realize this degree 
of accuracy. however, the generator under calibration must 
have a noise temperature instability no greater than ap- 
proximately 0.25 percent per hour, and a source imped- 
ance instability no greater than 0.04 ohm per hour. 

A noise generator submitted for calibration under this 
service must be either of coaxial design, or have a shielded 
enclosure with a coaxial fitting. The output connector 
should be coaxial, preferably a type N connector or one of 
the several types of precision connectors. If the output 
connector is not coaxial, it must be adaptable to coaxial 
configuration by use of a suitable adaptor. 

The source impedance of the noise generator should be 
within the range of 50 + 5 + j (0 + 5) ohms. This corre- 
sponds to a maximum VSWR of approximately 1.16: 1. 

For noise generators whose noise temperature exceeds 
30 000 K, a suitable attenuator must be supplied with the 
generator to lower the temperature to within the operating 
range of the calibration service. 

It is anticipated that a calibration service. similar to the 
one described, will be available at 30 MHz sometime dur- 
ing 1968. Work is in progress that will lead to a similar 
service at 1 GHz. Calibration services at other selected 
frequencies will be made available in accordance with 
demand. 


GEOALERT CODE MODIFIED 


Slight modifications” have been made in the new 
GGFEOALERT coding system instituted January 1, 1968," 
for broadcasts by National Bureau of Standards radio sta- 
tions WWYV (Fort Collins. Colo.) and WWVH (Maui. 
Hawaii). The modified code was put in use on October 1. 
1968. The new system makes possible the dissemination 
of larger quantities of information resulting from im- 
proved techniques in observation and prediction of solar 
and geophysica] events. The modification to the new sys- 
tem clarifies five of the code symbols concerning strato- 
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HE 
DL 








BB 








MN 












Gerald Arthur (center) operates the new radio-noise standard for 
NASA Goddard Space Flight Center representatives Joseph K. 
Alexander (left) and James E. Guthrie. Although NASA has its 
own standard noise source, it must be calibrated against the NBS 
basic standard. 


spheric warming observations. All previous codes are 
superseded. 

GEOALERT messages are issued daily by the World 
Warning Agency of the International Ursigram and World 
Days Service (IUWDS) and are broadcast as a very slow 
sequence of International Morse Code symbols from sta:- 
tions WWV and WWVH on each of the standard radio 
carrier frequencies. The coded message alerts experiment- 
ers and researchers in radio, geophysical, and solar sci- 
ences to outstanding solar or geophysical events that are 
expected to occur that day or which began in the preceding 
24-hour period. 

Forecasts are made each day at 0400 UT (Universal 
Time) by the World Warning Agency at the Environ- 
mental Science Services Administration, Boulder, Colo. 
GEOALERT’s for a given day are first broadcast at 0418 
UT on station WWYV, then at 0448 UT on station WWVH. 
These broadcasts are repeated at hourly intervals until the 
new alert is issued. (In case of delay in receipt of the daily 
message, WWV or WWVH will be silent at 18 or 48 min- 
utes after the hour until the new message is received.) 

Each message begins with the letters GEO in Morse 
Code, which means that a solar or geophysical message is 
being transmitted. This is followed by the coded infor- 
mation. The coding permits three types of information 
at each broadcast—each in the form of a group of three 
letters repeated three times in slow International Morse 
Code. 

The first set concerns either the forecast of a solar or 
geophysical event, or the observation of a stratospheric 
warming (STRATWARM), or both when appropriate. 
Letters that may occur in the first set and their mean- 
ings are as follows: |! 

EEE (.) No forecast (or STRATWARM observation ) 
statement 

Ill (..) FLARES expected 

SSS (...) PROTON FLARE expected 

TTT (—) MAGSTORM expected 

UUU (..—) FLARES and MAGSTORM expected 
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VVV PROTON FLARE 


expected 
STRATWARM observed 
STRATWARM observed and FLARES 
expected 
STRATWARM observed and PROTON 
FLARE expected 
STRATWARM observed and 
STORM expected 
The second and third sets of letters pertain to the ap- 
proximate time of occurrence of an observed solar or 
veophysical event. The coding for the beginning time and 
type of event is shown in the table given below: 


and MAGSTORM 


ioe mms ) 


HE (we ) 
DDD (a>...) 


Bae { ss.) 


MMM ( — —) MAG- 


Day before that of issue Day of 
(hours UT) issue Ia 
progress Nil 


00-06 06-12 12-18 18-24 00-04 


Second letter 

set MMM 
PROTON 

EVENT 


HHL 


Third letter set UUU AA! BBB 
GEOMAG- 

NETIC 

STORM 


DDD 


For example, the following message (in International 
Morse Code) 
GEO SSS EEE DDD 

signifies: 

GEO= Solar geophysical message 

SSS= PROTON FLARE expected 

EEE=No PROTON EVENT between 0000 UT yester- 
day and 0400 UT today 
GEOMAGNETIC STORM 
1800-2400 UT yesterday 


NBS STANDARD FREQUENCY AND TIME SERVICES 

The 1968 Edition of National Bureau of Standards Spe- 
cial Publication 236, NBS Standard Frequency and Time 
Services '* (14 pages, 


DDD began between 


15 cents), gives an up-dated detailed 
description of the eight services provided by NBS radio 
stations WWV, WWVH, WWVB, and WWVL 


radiofrequencies. standard 


: standard 
standard 
musical pitch, standard time intervals. time signals, UT2 


corrections. 


audiofrequencies, 


radio propagation forecasts. and geophysical 
alerts. 

Improvements in broadcasting techniques and in accu- 
racies of time measurements are reflected in changes that 
are made from time to time in the schedules 
and content, making it necessary to revise Special Publi- 
cation 236 annually. The present edition describes the 
services as of January 1. 1968 

Changes in the 


broadeast 


1968 edition are traceable primarily to 
two major developments. In October of 1967 the Interna- 


tional Committee of Weights and Measures. at its thir- 
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teenth General Conference. designated an atomic frequency 
standard as the international standard of time. 
January 1. 


And on 
1968, a new coding system was instituted for 
broadcasting GEOALERT’s, superseding previous codes. 
The new system makes possible the dissemination of larger 
quantities of information resulting from improved tech- 
niques in the observation and prediction of geophysical 
events. 


STANDARD FREQUENCY AND TIME BROADCASTS 
WWV—2.5, 5.0, 10.0, 15.0, 20.0, and 25.0 MHz 
WW VH—2.5. 5.0. 10.0, and 15.0 MHz 
WWVB—60 kHz 


Radio stations WWV (Fort Collins, Colo.) and WWVH 
(Maui, Hawaii) broadcast signals that are kept in close 
agreement with the UT2 scale by making step adjustments 
of 100 ms as necessary. Each pulse indicates that the earth 
has rotated approximately 15 arcseconds about its axis 
since the previous one. The pulses occur at intervals that 
are longer than one second by 300 parts in 10" due to 
an offset in carrier frequency coordinated by the Bureau 
International de !Heure (BIH), Paris. France. Adjust- 
ments are made at 0000 UT on the first day of a month. 
There will be no adjustment made on December 1, 1968. 

Radio station WWVB (Fort Collins, Colo.) broadcasts 
seconds pulses derived from the NBS Time Standard 
(NBS-III) with no offset. Step adjustments of 200 ms 
are made at 0000 UT on the first day of a month when 
necessary. BIH announces when such adjustments should 
be made in the scale to maintain the seconds pulses within 
about 100 ms of UT2. There will be no adjustment made 
on December 1, 1968 


* Calibration and Test Services of the National Bureau of Standards, NE 
spec Pus 50 (May 1968). Avail able r $l 75 from the f 1 
of Documents, U.S. Government Printing Off Washington, [ 

Calibration of microwave noise sources NB Tech. New 
31-34 (Feb. 1963 

‘Microwave noise sources: Calibration available in WR 62 waveguide 
NBS Tech. News Bull. 49, 136 (Aug. 1965) 

‘No e Te rature (ata F rt The temperature f i pa ve ystern 
having an available noise power per unit bandwidtt ° t it of the 
actual Port, at a specified frequency TRE Siandaeds on  Soeia Tubes 
Definitions of Terms, 1957 (57 IRE 7.S2), Proc. IRE, 45, 983-1010 ( 

957) 

> The name £ the ur € +} 
degree Kelvin (sy 
General Conference o 
NBS Tech. News Bu 52 12 (Jan. 1968 

* Allred, C. M., A precision noise spectral density comparator, J 
66C, 323-330 (Oct.—Dec. 1962) 

Patent No. 3,192,372, issued to C. N ed 

‘Arthur, M. G., Allred, C. M., and Canr N. k 
comparator IEEE Trans. Instr. Mea M13, 301 

' International Ursigram and World Days Service 
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Data Obtained for 
Cryogenic Design 


In recent years there has been a tre- 
mendous expansion in the use of cryo- 
genic liquids for aerospace and com- 
mercial applications. This has neces- 
sitated the high-velocity transfer of 
large quantities of low-temperature 
fluids, which, in turn, has created a 
demand for basic data on fluid flow 
phenomena. Such data are needed by 
cryogenic engineers for the optimum 
design of transfer lines and other com- 
ponents of cryogenic systems for steel 
manufacturing, aerospace engineer- 
ing, natural-gas liquefaction, and the 
frozen-food industry. These data are 
particularly needed for the design of 
transfer systems for two-phase flow, 
where both liquid and vapor phases 
exist simultaneously, and where the 
mass rate of flow is often limited by 
choking in a restriction (critical flow) 
such as a valve or at the exit of the 
system. 

To develop a useful general solu- 
tion to the two-phase critical-flow 
problem, R. V. Smith of the NBS In- 
stitute for Basic Standards recently 
conducted an experimental and ana- 
lytical investigation ' of this type of 
flow in a venturi.” Using a stepwise 
integration method, he developed a 
mathematical model to represent the 
mechanisms of heat, mass. and mo- 
mentum transfer between the phases. 
With this model, in which the equa- 
tions for each phase may be used sep- 
arately, the behavior of the flow from 
subcritical to critical may be evalu- 


A venturi is a device that provides a region of 
converging flow followed, on the downstream 
side, by a region of immediately diverging flow 
For a gas, when critical flow exists at the point of 


minimum cross section, there will be a subsonic 
flow upstream of that point and supersonic flow 
downstream of that point. Pressure reductior 
downstream of the point of critical flow will nc 


longer increase the flow rate 
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CRITICAL TWO-PHASE 
FLOW INVESTIGATED 


ated for a reasonably accurate predic- 
tion of the pressure profile. 

The importance of critical two- 
phase flow has led to a fairly exten- 
sive literature on the subject and to 
the development of a variety of ana- 
lytical models for calculation of the 
appropriate flow However, 
while these prediction methods have 
been relatively 


rates. 


successful for the 
evaluation of critical-mass velocity, 
they have been less successful than the 
NBS method in predicting the pres- 
sure profile for the flow approach- 
ing the critical condition, and in pro- 
ducing a basic understanding of the 
phenomenon. 

In the Bureau’s experimental inves- 
tigation of critical two-phase flow, an 
air-water system was selected because 
of its simplicity and ease of control. At 
first all-zas flow was used; then, as 
increasing quantities of liquid were 
added, the changes in the system pa- 
rameters determined and 
analyzed. 


were 


The venturi used in the experi- 
mental apparatus consisted of a core, 
in the form of two base-to-base cones, 
which was positioned coaxially in a 
straight, resin 
tube. This arrangement allowed visual 


transparent acrylic 
as well as high-speed photographic ob- 
servation of the flow. 

The annular gap between the nose- 
piece of the venturi core and the tube 
had the form of a converging-diverg- 
ing venturi section with critical and 
near-critical conditions at the throat. 
By moving the nosepiece of the ven- 
turi core axially. with respect to a 
fixed pressure tapping on the wall of 
the straight tube in which it was 
mounted. it was possible to obtain 
precise pressure profiles in the dif- 
ficult region near the critical point. 

A significant result from this study 
was the finding that comparisons be- 
tween pressure profiles determined 


continued on page 256 
































































































































The venturi core (center, inside tube) was 
designed so that it could be moved up 
or down to make pressure measurements 


( by taps attached at right) at varying 
distances from the constant-area throat. 


Close-up view of two-phase critical flow in 
annular venturi. The band visible on the 
venturi core marks the constant-area throat. 
Above the band, the air-water flow is con- 
verging to this area while below the band 
the flow is diverging. 
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STANDARD 
REFERENCE 
MATERIALS 


Standard Reference Materials are well-characterized 
materials disseminated by NBS to be used in calibrating 
and evaluating measuring instruments, methods, and sys- 
tems or to produce scientific data that can be referred 
readily to a common base. These materials are certified 
jor chemical composition or for a particular physical or 
chemical property. They are used on-site in science and 
industry for calibrating the instruments and methods used 
for production and quality control of raw materials, chem- 
icals, metals, ceramics, fuels, and radioactive nuclides in 
manufacturing processes and in research. This column 
regularly reports on the issuance of new and renewal 
Standard Reference Materials and on latest developments 
in the Standard Reference Materials Program. 

The NBS Office of Standard Reference Materials has 
recently added three new biomedical standards. two new 
high-purity gold standards, and two new gold-coating 
thickness standards to the more than 650 standard refer- 
ence materials ' it disseminates to science and industry 
for use in calibrating equipment and for controlling prod- 
uct quality. 


Biomedical Standards 


The three new biomedical standards have been prepared 
for use in calibrating and standardizing procedures and 
apparatus employed in clinical chemistry. 

The standards are: SRM 912, Urea: SRM 913, Uric 
Acid, both of which are certified at 99.7 0.1 percent 
purity: and SRM 914, Creatinine, which is certified at 
99.8 + 0.1 percent purity. 

Chromatographic and spectrometric techniques were 
used to determine the homogeneity of the lots from which 
the new standards were prepared. These techniques also 
showed the materials to be free of measurable organic im- 
purities except for a small amount (less than 0.07 percent) 
of biuret in the urea. No organic impurities could be de- 
tected in the uric acid even after the application of tech- 
niques that should concentrate the impurities. 

Spectrometric analysis of the ashes of each of the stand- 
ards indicated only minor proportions of biologically un- 
desirable metallic elements. Analysis of the bulk materials 
hy neutron activation substantiated these results. 

In addition. the purities of the urea and creatinine were 
determined by phase solubility analysis and the purity of 
the urea was confirmed by differential scanning calorim- 
etry. The purity of the creatinine also was evaluated by 
setting limits on amounts of possible impurities that would 
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go undetected by the chromatographic and spectrometric 
techniques used. 

The new Standard Reference Materials are sold in units 
of 25 grams for the urea and 10 grams each for the uric 
acid and creatinine. They may be purchased * at the fol- 
lowing prices per unit: SRM 912. $31: SRM 913, $25: 


and SRM 914, $31. 


High-Purity Gold Standards 


A high-purity gold, intended for use in research and 
analytical work related to the many scientific and indus- 
trial applications of gold, has been prepared and is avail- 
able as a standard reference material 
physical forms. 

SRM 685-W., High Purity Gold in Wire Form, was pre- 
pared for use in calibrating spark source mass spectrome- 
ters and for determining the limits to which these 
instruments can detect impurities in gold. It may also be 
used for a “known” high-purity electrode material on 
which “unknown” samples of gold or other materials may 
be placed for analysis. 

SRM 685-R. High Purity Gold in Rod Form, was pre- 
pared for use as a special research material to further 
both chemical and physical methods of characterization. 

The material for both standards was prepared by Com- 
inco American, Inc., from a special lot of highly purified 
gold, which was homogenized and processed into the wire 
and rod forms. A Certificate of Analysis supplied with the 
standards gives the state-of-the-art information on the 
chemical composition, including values for copper, indium, 
iron, oxygen. and silver. In addition, the estimated upper 
limits of concentration are provided for 21 other elements 
whose presence was detected by spark source mass 
spectrometry. 


in two different 


Extensive homogeneity testing was performed at the 
NBS laboratories in Gaithersburg. Md., and in Boulder. 
Colo.: the homogeneity of the material was found to be 
satisfactory within the limits of precision of the analytical 
methods used. The testing and analysis of the gold were 
performed using combinations of the following methods: 
neutron activation, polarography. spectrophotometry. 
spark source mass spectrometry-isotopic dilution, and 
vacuum fusion. Additionally. optical emission  spectro- 
chemical analysis and electrical measurements for residual 
resistivity ratios were used in the homogeneity tests. 

The need for high-purity gold standard reference mate- 
rials, particularly for application to spark source mass 
continued 
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REFERENCE MATERIALS continued 


spectrometry, was firmly established in late 1966 as a 
result of a questionnaire sent to 202 individuals working 
in this field. The consensus was that gold was the most 
ideally suited high-purity standard for spark source mass 
spectrometry, which has been used increasingly over the 
last few years for high-purity analysis. This instrument 
has the capability of determining most of the elements in 
the periodic table to the parts-per-billion range. It is per- 
haps the best screening tool for trace characterization below 
the parts-per-million level. It is readily apparent, however. 
that a great deal more standardization and calibration are 
required before the instrument can reach its full potential 
for providing reliable and accurate quantitative results. 
The practical capabilities of the instrument and the spark 
techniques have been restricted by lack of standards that 
all workers could use as a common base. 

The gold wire, SRM 685-W, is expected to serve as 
one essential bench mark for the mass spectrometric 
method. Gold contains the minimum of interfering lines. 
it can be obtained in a relatively high state of purity, and 
it is exceptionally stable during storage in normal clean 
environments for long periods of time. 


The new high-purity gold standards each cost $50 per 


unit.2 SRM 685-—W is in wire form 1.44 mm (0.055 in) in 
diameter and 10.2 cm (4 in) long; SRM 685-R is in rod 


TWO-PHASE FLOW continued 


form 5.9 mm (0.23 in) in diameter and 2.5 cm (1 (n 


long. 


Gold Coating Thickness Standards 


Two gold coating thickness standards on nickel sub. 
strates, SRM’s 1375 and 1378, have been issued to sup»le- 
ment two earlier coating standards, SRM’s 1376 and 1377 
which became available in June 1968.° The four stand. 
ards, SRM’s 1375, 1376, 1377, and 1378, have nominal 
coating weights of 1.5, 3, 6, and 17 mg/cm’, respectively. 
and are 15 mm square. They may be purchased separate! 
for $43 each or in combinations of two ($68) or four 
($118) different standards.* 

The combinations should be ordered by the SRM nun: 
bers shown below: 


SRM Combinations 

Lee One each of SRM’s 1375 and 1376 

LaG5 25-2: =. One each of SRM’s 1376 and 1377 

130652: _.. One each of SRM’s 1377 and 1378 

Pee 2 One each of SRM’s 1375. 1376, 1377, and 137 


™For a complete list of Standard Reference Materials available from 
NBS, see Standard Reference Materials: Catalog and Price List of Standard 
Materials Issued by the National Bureau of Standards, NBS Misc. Pub 
260 (1968 ed.), for sale by the Superintendent of Documents, U.S. Goverr 
ment Printing Office, Washington, D.C. 20402, for 45 cents. Quarterly 
insert sheets which update Misc. Publ. 260 are supplied to users on request 

“These standards may be purchased for the price indicated from the 
Office of Standard Reference Materials, Rm. B308, Chemistry Bldg., Na- 
tional Bureau of Standards, Washington, D.C. 20234. 

* See Standard Reference Materials, NBS Tech. News Bull. 52, No. 8, 186 
(Aug. 1968) 





Flow circuit of the air-water loop used in the study of critical two-phase flow in 


a venturi. The film extractor is used to determine the amount of film flow, whichis 


experimentally and analytically by the 
stepwise integration method are in 
good agreement. This indicates that 
the analytical program expresses a 
generally correct functional relation- 
ship between the primary flow vari- 
ables; that is, the mass rates of gas 
and liquid flow, the pressure, and the 
geometry of the flow section. 

This analytical procedure has two 
advantages over those previously pro- 
posed. First, the model may be used 
to predict the flow behavior upstream 
of the critical condition as well as at 
the point of critical flow. Second, the 
method provides a simple physical ex- 
planation for critical two-phase flow 
by introducing the criterion that the 
gas phase must be in critical flow if 
the mixture is in critical flow. 

* Smith, R. V., Two-Phase, Two—Component 
Critical Flow in a Venturi, doctoral thesis (June 


1968), available from the Cryogenic Data Center, 
NBS, Boulder, Colo. 80302. 
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Air discharge 


subtracted from the total flow for an accurate determination of critical flou 




















Rack & 
Pinion 


Separator 


Venturi core 
film extraction 


Film extraction 







~ 50 ft 























Air yp Oritice 4 





T 
trod 
Elec 
ther 
the 
revl 
plic 

D 
in i 
tere: 
niqt 
eral 
labc 
on | 
of t 
the 
tion 

T 
cept 
stat 
tific 
mer 
excl 
elec 
hior 
cati 
trol 

A 
clos 
disc 
tior 
and 
as ; 

I 
obt: 


LAS 


cen 


miy 


inc! 
equ 
cul 
wid 


asi 


No 


| CONFERENCE 222: 


num- 


1 137 


> from 
andard 
Pub 
overr 
arterly 
equest 
ym the 
J., Nea- 


flow in 
hichis 
1 flou 


on 


SYMPOSIUM ON ION-SELECTIVE ELECTRODES 


The present and future capabilities of ion-selective elec- 
trodes will be discussed at a Symposium on Ion-Selective 
Electrodes at the National Bureau of Standards (Gai- 
thersburg. Md.). January 30-31, 1969. Sponsored by NBS. 
the Symposium will consist of ten invited papers and will 
review the theory, characteristics. methodology, and ap- 
plications of these electrochemical sensors. 

During the past several years, continued developments 
in ion-selective electrodes have produced a renewed in- 
terest in classical potentiometric techniques. Such tech- 
niques are widely used in biomedical research, oceano- 
eraphic research, quality and process control. and routine 
laboratory determinations. As a result. new information 
on these electrodes has grown rapidly. It is the purpose 
of this meeting. therefore, to collate and to record—for 
the first time and in one place—the growing accumula- 
tion of data. 

The Symposium will attempt to provide a broad. per- 
ceptive view of ion-selective electrodes by surveying the 
state of the art for this subject in a wide range of scien- 
tific disciplines. Topics to be presented are: Theory of 
membrane electrode potentials: solid-state, liquid ion- 
exchange and impregnated silicone rubber membrane 
electrodes: thermodynamic studies: activity standards: 
biomedical research: clinical and pharmaceutical appli- 
cations; analytical studies: industrial analysis and con- 
trol: and miscellaneous analytical applications. 

A round-table discussion and question period at the 
close of each session will provide a forum for the inter- 
disciplinary exchange of information on novel applica- 
tions, techniques, and experimental difficulties. The papers 
and discussions are expected to be published by NBS 
as a state-of-the-art monograph. 

Further program and registration information can be 
obtained from the Symposium Chairman, Richard A. 





LASER continued 


Durst, Room B326, Chemistry Building, National Bureau 
of Standards, Washington, D.C. 20234. Tel. 301-921— 
2860. 


SCHEDULED NBS-SPONSORED CONFERENCES 

Each year NBS sponsors a number of conferences cover- 
ing a broad range of topics in science and technology. 
The conferences listed below are either sponsored or co- 
sponsored by NBS and will be held at the Bureau’s Gai- 
thersburg, Md., facility unless otherwise indicated. These 
conferences are open to all interested persons unless spe- 
cifically noted. For further information, address the per- 
son indicated below in care of Special Activities Section, 
Room A600, Administration Building, National Bureau 
of Standards, Washington, D.C. 20234. 


Symposium on Natural Products. Dec. 12. Cosponsor: 
Chemical Society of Washington. Contact: G. Brauer 
(NBS Polymers Division) . 


Symposium on Ion-Selective Electrodes. Jan. 30-31. 
Contact: R. A. Durst (NBS Analytical Chemistry Di- 
vision). 


Symposium on Meteorological Observations and In- 
strumentation. Feb. 10-14. Sponsor: American Mete- 
orological Society. Contact: R. Cook. To be held at the 
Washington Hilton, Washington, D.C. 


Thermodynamics of Bulk Polymers Symposium. 
Mar. 10-11. Contact: A. B. Bestul (NBS Polymers 


Division). 


Fundamental Aspects of Dislocation Theory. Apr. 
21-25. Contact: J. Simmons (NBS Metallurgy Divi- 
sion). 


NBS Measurement Seminars and Workshops 1968— 
1969. Two- to five-day courses on measurement and 
calibration problems. Attendance limited. See October 
Technical News Bulletin for detailed information. 


centration of anisotropic molecules in 
mixtures of two unassociated liquids. 

Other results obtained in the study 
included the adaptation of a Debye 
equation, concerning polar mole- 
cules, for relating orientation line- 
width to fluid viscosity. Also, from 


a study of the orientation spectra of 


November 1968 


the Rayleigh lines, the first known 
measurement was made of the polar- 
izability of carbon tetrachloride in its 
liquid phase. 

This experimental and theoretical 
study of the Raman and Rayleigh 
spectra has led to a more meaningful 
understanding of molecular kinetics 
in the liquid phase. especially in rela- 
tion to the relaxation time for mole- 


cules. NBS plans to continue the work 
in an effort to gain more knowledge 
concerning light-scattering effects in 
liquids. 


1 McClintock, M., Jennings, D. A., and Mizu- 
shima, M., Contribution to the Raman line profile 
in liquids from molecular reorientation, Phys. Rev 
Letters 21, 276 (July 1968) 

“Steele, W. A., Proc. Meeting of the Commis- 
sion on Thermodynamics and Statistical Mechan- 
ics (International Union of Pure and Applied 
Physics, Copenhagen, Denmark. July 1966). 
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PERIODICALS 


Technical News Bulletin, Volume 52, No. 10, October 1968. 30 
cents. Annual subscription: Domestic $3; foreign, $4. Available 
ona 1-, 2-, or 3-year subscription basis. 

Journal of Research of the National Bureau of Standards 
Section A. Physics and Chemistry. Issued six times a year. Annual 

subscription: Domestic, $6; foreign, $7.25. Single copy, $1. 
Section B. Mathematical Sciences. Issued quarterly. Annual sub- 
scription: Domestic, $2.25: foreign, $2.75. Single copy, 75 cents. 
Section C. Engineering and Instrumentation. Issued quarterly. An- 
nual subscription: Domestic, $2.75; foreign, $3.50. Single copy, 
75 cents. 


CURRENT ISSUES OF THE JOURNAL OF RESEARCH 


J. Res. NBS 72A (Phys. and Chem.), No. 6 (Nov.—Dec. 1968), $1. 

Bozman, W. R., Corliss, C. H., and Tech, J. L., Energy levels and 
classified lines in the first spectrum of technetium (Tcl). 

Isbell, H. S., Frush, H. L., and Moyer, J. D., Crystalline alpha and 
beta forms of 3-O-a-p-glucopyranosyl-p-arabinopyranose. 

Krauss, M., Interaction energy surfaces for Li(2°S) and Li(2°P) 
with H:. 

Laun, D. D., 
(WI). 

Moreno, E. C., Gregory, T. M., and Brown, W. E., Preparation 
and solubility of hydroxyapatite. 

Negas, T., and Roth, R. S., High temperature dehydroxylation of 
apatitic phosphates. 

Reimann, C. W., The single crystal spectrum of hexakis (im- 
idazole) nickel(II) nitrate. 


and Corliss, C. H., The first spectrum of tungsten 


Shadmi, Y., and Caspi, E., Theoretical interpretation of the even 
levels in the first spectrum of tungsten. 

Wasik, S. P., and Tsang, W., Stable carbon isotope ratio measure- 
ment with a gas density meter. 


OTHER NBS PUBLICATIONS 


Carter, G. C., Bennett, L. H., Cuthill, J. R., and Kahan, D. J.. The 
NBS alloy data center: Function, bibliographic system, related 
data centers, and reference books, Tech. Note 464 (Aug. 1968), 
SEZ5: 

Colson, J. P., and Clark, E. S., Tables of solutions to Bragg’s equa- 
tion for copper, cobalt, iron, and chromium K~ radiation and 
small diffraction angles, Tech. Note 461 (Aug. 1968), 50 cents. 

Cord, M. D5 Lojko, M. S., and Petersen, J. D., Microwave spectral 
tables. Volume V. Spectral line listing, Mono. 70, Vol. V (June 
1968), $4.75. 


Haar, L.., Thermodynamic properties of ammonia as an ideal gas, 
NSRDS-NBS-19 (Aug. 1968), 20 cents. 

Marsden, C. P., Tabulation of published data on Soviet electron 
devices through October 1967, Tech. Note 441 (July 1968), 55 
cents. (Supersedes Tech. Note 265.) 

NBS frequency and time broadcast services radio station WWV, 
WWVH, WWVB, and WWVL, Spec. Publ. 236, 1968 edition, 
15 cents. (Supersedes Misc. Publ. 236, 1967 edition.) 

Swanson, H. E., McMurdie, H. F., Morris, M. C., and Evans, E. H., 


Standard x-ray diffraction powder patterns, Mono. 25, Sect. 6 
(June 1968) , 60 cents. 


Tate, I). R., Acceleration due to gravity at the National Bureau of 
Standards, Mono. 107 (June 1968), 25 cents. 

Wachtman, J. B., Jr. and Franklin, A. D., Eds., Mass transport in 
oxides. Proceedings of a symposium held at Gaithersburg, Md., 
Oct. 22 25. 1967, Spec, Publ. 296 { Aug. 1968), $3. 


Watstein, D., and Johnson, P. V., Experimental determination of 


eccentricity of floor loads applied to a bearing wall, Bldg. Sci. 
Series 14 (June 1968) , 15 cents. 
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PUBLICATIONS of the National Bureau of Standards” 


Wegstein, J. H., Rafferty, J. F., and Pencak, W. J., Matc! ing 
fingerprints by computer, Tech. Note 466 (July 1968), 20 cent: 


PUBLICATIONS IN OTHER JOURNALS 


This column lists all publications by the NBS staff, as soon a‘te 
issuance as practical. For completeness, earlier references not pr- 
viously reported may be included from time to time. 

Ambs, W. J., Field-emission studies of the oxidation of clean nick 
surfaces, Proc. 2d Intern. Congress on Metallic Corrosion, Ne 
York, N.Y., Mar. 11-15, 1963, pp. 815-821 (Natl. Assoc. Corrosic 
Engr., Houston, Tex. 1966). 

Armstrong, G. T., Calorimetry, Encyclopaedic Dictionary of Physic: 
2d Supplementary Volume 2, 1-8 (Pergamon Press, Inc., Nex 
York, N.Y., Oct. 1967). 

Bates, A. A., Responsibility in building research, Proc. 3rd Austra 
ian Building Research Congress, Melbourne, Australia, Aug. 1967 
pp. 27-34 (1968). 

Beaty, E. C., and Patterson, P. L., Mobilities and reaction rates 
in neon ions in neon, Phys. Rev. 170, No. 1, 116-121 (June 1968) 

Beckett, C. W., Status of properties research in the kilodegree range, 
Book, The Characterization of High-Temperature Vapors, Ed. 
J. L. Margrave, Chapter 1, pp. 3-15 (John Wiley and Sons, Inc, 
New York, N.Y., 1967). 

Bennett, H. S., F center in ionic crystals: Semicontinuum polaron 
models, Phys. Rev. 169, No. 3, 729-745 (May 1968). 

Bevan, A. W., Jr., Daniel, A. C., and Mahler, R. J., Indication of 
the effect of a magnon gap in the “F relaxation rate in antiferto- 
magnetic CoF:, Phys. Letters 25A, No. 7, 555-556 (Oct. 1967) 

Bozman, W. R., The application of computers in printing scientifi 
manuscripts. Book, New Techniques in Office Operations, Chapt 
13, pp. 120-124 (The Business Press, Elmhurst, Ill., Mar. 1968) 

Brady, G., MeIntyre, D., Myers, M. E., Jr.. and Wims, A. M. Critica 
scattering of perfluoroheptane-isooctane system (Proc. Conf 
Small-Angle X-ray Scattering, Syracuse Univ., Syracuse, N.Y. 
June 1965), Book, Small-Angle X-ray Scattering, Ed. H. Brun: 
berger, pp. 425-448 (Gordon and Breach, Science Publ., Inc. 
New York, N.Y., 1967). 

Branscomb, L. M., The misinformation explosion: Is the literatur 
worth reviewing?, Sci. Res. 3, No. 11, 49-52 (May 1968). 
Braun, W., and Lenzi, M., Resonance fluorescence method for 

kinetics of atomic reactions. Reactions of atomic hydrogen with 

olefins, Disc. Faraday Soc. 44, 252-261 (1967). 

Broberg, J., Leiss, J., Schrack, R. A., and Wyckoff, J. M., Online 
handling system for the NBS linac, IEEE Trans. Nucl. Sci. NS- 
L1, No. 3, 331-337 (June 1964). 

Bussey, H. E., Instrumentation and measurement, 1966 Digest of 
Literature on Dielectrics 30, Publ. 1496, 1-21 (National Academy 
of Sciences-National Research Council, Washington, D.C., 1966) 

Campbell, P. G., and Wright, J. R., Asphalt hardening by gaseous 
oxidents: The relationship between softening point and chemical 
change as measured by infrared spectroscopy, J. Mater. 2, No. 3. 
581-596 (Sept. 1967). 

Catanzaro, E. J., Absolute isotopic abundance ratios of three com- 
mon lead reference samples, Earth Planetary Sci. Letters 3, No. 4. 
343-346 (1968). 

Chang, T., and Yang, G. C., Temperature dependence of paramag: 
netic relaxation of Mo** in TiOz, J. Chem. Phys. 48, No. 6, 2546 
2549 (Mar. 1968). 

Chappell, S. E., Humphreys, J. C., Motz, J. W., Berger, M. J., and 
Seltzer, S. M., Response of silicon transmission detectors to mono- 
energetic electrons, IEEE Trans. Nucl. Sci. NS—<15, No. 3, 359 
(June 1968). 

Clark, J. E.. and Harrison, C. W., Accelerated weathering of poly- 

Radiation, Appl. Polymer Symp. 4, 97-110 (1967). 

Cook, R. L.. and Kirchhoff, W. H. Further investigations on the 
microwave spectrum of NSF: evaluation of the molecular force 


mers: 
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ld, centrifugal distortion constants, and the dipole moment, 
Chem. Phys. 47, No. 11, 4521-4527 (Dec. 1967). 


o per, M. J., Electric field effect on critical opalescence of dipolar 
nary mixture, J. Chem. Phys. 48, No. 9, 4272-4277 (May 1968). 
liss, E. L. R., A mechanistic model for the limits of auditory 
‘rception, Proc. Symp. on Models for the Percention of Speech 
nd Visual Form, Boston, Mass., Nov. 11-14, 1964, pp. 339-343 
\fassachusetts Institute of Technology, Boston, Mass., 1967). 


ington, A. K., Paabo, M., Robinson, R. A., and Bates, R. G., Use 
if the glass electrode in deuterium oxide and the relation between 
he standardized pD (pan) scale and the operational pH in heavy 
water, Anal. Chem. 40, No. 4, 700-706 (Apr. 1968). 


wis, J. C., Faison, T. K., and Achenbach, P. R., Errors in tempera- 
ture measurement in moving air under isothermal conditions 
using thermocouples, thermistors and thermometers, ASHRAE 


lrans. 73, Part I, VII 1.1 (1967). 


ymsitz, M. G., Transducer activities at NBS (Proc. 5th Transducer 
Workshop, National Bureau of Standards, Gaithersburg, Md., 
Oct. 3-4, 1967), Telemetry Working Group Document 112-68, 
11-12 (Secretariat, Range Commanders Council, White Sands 
Missile Range, N. Mex., 1968). 

Drechsel, D., and Maximon, L. C., Potential model calculation for 


coplanar and non-coplanar proton-proton bremsstrahlung, Phys. 
Letters 26B, No. 8, 477-479 (Mar. 1968). 


Drechsel, D., Seaborn, J. B.. and Greiner, W., Collective correlations 
in spherical nuclei and the structure of giant resonances, Phys. 


Rev. 162, No. 4, 983-991 (Oct. 1967). 


Durst, R. A.. and Ross, J. W., Jr., Electrochemical generation of 
fluoride ion by solid-state transference, Anal. Chem 40, No. 8, 
1343-1344 (July 1968). 


Evenson, K. M., The optical detection of stimulated emission in CN 
at 20-cm wavelength, Appl. Phys. Letters 12, No. 8, 253-254 
(Apr. 1968). 

Forbes, E. J., A graphic method of economic feasibility analysis 
(Proc. Inst. Electronics and Automation in Publishing, Washing- 
ton, D.C., 1965), Book, Automation and Electronics in Publish- 
ing, Eds. L. H. Hattery and G. P. Bush, 3, Part IV, Chapter 13, 
129-140 (Spartan Books, Washington, D.C., 1965). 


Forman, R. A., and Cardona, M., Exciton electroreflectance in II-VI 
compounds, Proc. Intern. Conf. II-VI Semiconducting Com- 
pounds, Brown University, Providence, R.I., Sept. 6-8, 1967, pp. 
100-111 (W. A. Benjamin, Inc., New York, N.Y., 1967). 


Foster, B. E., Attenuation of x-rays and gamma rays in concrete, 
Mater. Res. Std. 8, No. 3, 19-24 (Mar. 1968). 


Freeman, D. H., and Aiyar, A. S., Studies of ion exchange materials: 
Homogeneous fractional sulfonation of copolymers of styrene and 


divinylbenzene, Anal. Chem. 39, No. 10, 1141-1144 (Aug. 1967). 
Freeman, D. H., and Paulson, R. A., Chemical microstandards from 

ion exchange resin, Nature 218, 563-564 (May 1968). 
Gammon, W. H., Remotes and displays, Proc. A Pioneer Presenta- 


tion of a National Symposium on the Impact of Automation and 
Documentation, Denver, Colo., Apr. 27-29, 1967, p. 119 (1968). 


Gammon, W. H., Security and privacy problems brought on by auto- 
mation, Proc. A Pioneer Presentation of a National Symposium 
on the Impact of Automation and Documentation, Denver, Colo.. 
Apr. 27-29, 1967, pp. 74-75 (1968). 


Gammon, W. H., Software as it relates to documentation, Proc. A 
Pioneer Presentation of a National Symposium on the Impact of 
Automation and Documentation, Denver, Colo., Apr. 27-29, 1967, 
pp. 14-22 (1968). 


Gates, D. M., Keegan, H. J., and Weidner, V. R., Spectral reflectance 
and planetary reconnaissance (Proc. 3d Goddard Memorial Symp. 
on Scientific Experiments-Manned Orbital Flights, Washington, 
1).C., Mar. 18-19, 1965), Book, Scientific Experiments for Manned 
Orbital Flights 4, 71-86 (Western Periodicals Co., North Holly- 
wood, Calif., 1965). ; 


Gould, H. A., Guernsey, R. L., and Williams, R. H., Comment on 
the kinetic equation of a dilute gas with repulsive and attractive 


interactions, J. Chem. Phys. Letters 47, No. 2, 872-873 (July 
1967). 


November 1968 


Greenberg, L., Kleinian groups, Proc. Am. Math. Soc. 17, No. 5, 
1195-1198 (Oct. 1966). 

Gugeler, A. L., A study of the adherence of porcelain enamel to 
aluminum, Proc. Porcelain Enamel Institute Forum 29, 202- 
208 ( Nov. 1967). 

Hall, M. B.. and Little, W. E., A directional coupler with a readily 
calculable coupling ratio, IEEE Trans. Microwave Theory Tech. 
MTT-15, No. 11, 598-603 ( Nov. 1967). 

Harris. W. P., Low frequency dielectric behavior (Proc. 7th Elec- 
trical Insulation Conf., Chicago, Tll., Oct. 16-19, 1967). IEEE 
Publ. 32C79-42, 123-125 (1967). 

Heinrich, K. F. J., Electron probe nicroanalysis by specimen cur- 
rent measurement (Proc. 4th Intern. Symp. on X-ray Optics and 
Microanalysis, Orsay, France, Sept. 7-10, 1965), Book, X-ray 
Optics and Microanalysis, Eds. R. Castaing, P. Deschamps, and 
J. Philibert, pp. 159-167 (Hermann, Paris, France, 1966). 

Heinrich, K. F. J., Scanning electron probe microanalysis, Am. Soc. 
Testing Mater. Spec. Tech. Publ. 430, 315-342 (1968). 

Heinrich, K. F. J., Vieth, D.. and Yakowitz, H., Correction for 
non-linearity of proportional counter systems in electron probe 
x-ray microanalysis, Advan. X-ray Anal. 9, 208-220 (1966). 

Herron, J. T., and Huie, R. E.. Arrhenius parameters for the reac- 
tions of atomic nitrogen with some olefins a: acetylenes, J. Phys. 
Chem. 72, No. 7, 2538-2540 ( July 1968). 

Herron, J. T., and Huie, R. E., On the reaction of atomic nitrogen 
with carbon dioxide, J. Phys. Chem. 72, No. 6, 2235-2236 (June 
1966). 


Hetzer, H. B., Robinson, R. A., and Bates, R. G., Dissociation con 
stants of piperazinium ion and related thermodynamic quantities 
from 0 to 50°, J. Phys. Chem. 72, 2081-2086 (1968). 


Hilten, J. S.. The National Bureau of Standards inter-agency trans- 
ducer project—A progress report (Proc. 5th Transducer Work- 
shop, National Bureau of Standards, Gaithersburg, Md., Oct. 3-4, 
1967), Telemetry Working Group Document 112-68, 17-36 
(Secretariat, Range Commanders Council, White Sands Missile 
Range, N. Mex., 1968). 


Hobbs. A. M., Remarks on network simplification, J. 
Res. 15, No. 3, 548-551 (May-June 1967). 


Hughes, E. E., A simple technique for the absolute determination of 
atmospheric oxygen, Environ. Sci. Technol. 2, No. 3, 201-203 
(Mar. 1968). 


Hughes, FE. E., and Dorko, W. D., Accurate mass spectrometric 
determination of low concentrations of carbon dioxide in nitro- 
gen, Anal. Chem. 40, No. 4, 750-755 ( Apr. 1968). 

Hughes, E. E., and Dorko, W. D., Direct mass spectrometric deter- 
mination of atmospheric carbon dioxide, Anal. Chem. 40, No. 6, 
866-869 ( May 1968). 

Hummer, D. G., and Mihalas, D.. Line formation with non-coherent 
electron scattering in O and B stars, Astrophys. J. 150, No. 1, 
L57-L59 (Oct. 1967). 

Ito. J. Strontium rare-earth hydro-germanate and garnets, Mater. 
Res. Bull. 3, 495-500 (1968). 


Kasuya, T., Lafferty. W. J.. and Lide, D. R.. Jr... Microwave spec 
trum, structure, boron quadrupole coupling constants, and dipole 
moment of difluoroborane, J. Chem. Phys. 48, No. 1, 1-4 (Jan. 
1968). 


Kerns, D. M., and Beatty, R. W.. Book, Basic Theory of Waveguide 
Junctions and Introductory Microwave Network Analysis, 150 
pps. (Pergamon Press, Inc., London, England, 1967). 

Koch, H. W., Caswell, R. S., and Muehlhause, C. O., Neutron meas- 
urement at the National Bureau of Standards, Nucl. News 10, 
No. 11, 48-53 (Nov. 1967). 

Kokoszka, G. F.. Allen, H. C., Jr.. and Gordon, G., Magnetic and 


optic al spectra of copper monor hloracetate 2.5 hydrate, J. Chem. 


Phys. 47, No. 1, 10-13 (July 1967). 


Krauss, M., Use of approximate Hartree-Fock calculations to 
estimate ionization potentials, Book, Advances in Mass Spec- 
trometry 4, 575-578 (Elsevier Publ. Co., Amsterdam, The 
Netherlands, Aug. 1967). 
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UNITED STATES 
GOVERNMENT PRINTING OFFICE 


DIVISION OF PUBLIC DOCUMENTS 


WASHINGTON, D.C. 20402 


OFFICIAL BUSINESS 


PUBLICATIONS ciiainesiil 


Kushner, L. M., The role of the Institute for Applied Technology 
(Proc. 5th Transducer Workshop, National Bureau of Standards, 
Gaithersburg, Md., Oct. 3-4, 1967), Telemetry Working Group 
Document 112-68, 5-10 (Secretariat, Range Commanders Coun- 
cil, White Sands Missile Range, N. Mex., 1968). 


Landgrebe, A. R., Pella, P. A., McClendon, L. T., DeVoe, J. R., 
and Purdy, W. C., The application of substoichiometric radioiso- 
topic dilution principles to controlled potential coulometry and 
solvent extraction, Anal. Chem. Acta 39, 151-159 (1967). 


Larsen, S. Y., Quantum-mechanical pair-correlation function of 
hard spheres, J. Chem. Phys. 48, No. 4, 1701-1708 (Feb. 1968). 

Lederer, P. S., Performance testing, pressure transducers, Instr. 
Control System 40, No. 9, 93-99 (Sept. 1967). 

Leiss, J. E., Electron linear accelerators as sources of high intensity 
neutron bursts, Proc. Seminar on Intense Neutron Sources, Santa 
Fe, N. Mex., Sept. 19-23, 1966, Report No. CONF-660925, pp. 
605-616 (1966). 

Leiss, J. E.. The NBS linac, 
Alamos, N. Mex., Oct. 
(1966). 

Lenzi, M., and Okabe, H., Photodissociation of NOC1 and NO. in 
the vacuum ultraviolet (Proc. Intern. Conf. on Photochemistry, 
Munich, Germany, Sept. 6-9, 1967), Ber. deut. Bunsenges., Phys. 
Chem. 72, No. 2, 169-173 (1968). 

Leslie, R. T., and Kuehner, E. C., Ebulliometry, Treatise on Ana- 
lytical Chemistry 8, Part D-5, Chapt. 89, 5085-5109 (1968). 

Lias, S. G., and Ausloos, P., 
of isobutane, J. Chem. Phys. 


Proc. Linear Accelerator Conf., Los 
3-7, 1966, Report No. LA-3609, p. 20 


Gas-phase photolysis and radiolysis 

18, No. 1, 392-400 (Jan. 1968). 

Lightbody, J. W., Jr., and Penner, S., A 12-channel semiconductor 
counter system for the NBS electron scattering spectrometer, 
IEEE Trans. Nucl. Sci. NS—15, 419-425 (June 1968). 

Linzer, M., and Forman, R. A.. NMR studies of single crystal 
ND,Cl, J. Chem. Phys. 46, No. 12, 4690-4693 (June 1968). 


Litovitz, I., and Macedo, P. B., Ultrasonic relaxation, viscosity, and 
free volume in molten glasses (Proc. Intern. Conf. on Physics of 
Non-Crystalline Solids. Delft. The Netherlands, July 6-10, 1964), 
Book, Physics of Non-Crystalline Solids, Ed. J. A. Prins, p. 220 
(North Holland Publ. Co., Amsterdam, The Netherlands, 1965). 

Loftus, T. P., Services and facilities for the calibration of soft 
x-ray detection instruments at the National Bureau of Standards 
(Proc. Conf. on Detection and Measurement of X-Radiation from 
Color Television Receivers, Washington, D.C., Mar. 28-29, 1968), 
Book, Conference on Detection and Measurement of X-Radiation 
from Color Television Receivers, pp. 129-134 (U.S. Department 
of Health, Education, and Welfare, Washington, D.C., Mar. 
1968). 

Lutz, G. J., and DeSoete, D. A. Determination of carbon in 
sodium by photon activation analysis, Anal. Chem. 40, No. 4, 
820-822 (Apr. 1968). 

McCulloh, K. E., Franck-Condon calculations for double ionization 
of molecular hydrogen, J. Chem. Phys. 48, No. 4, 2090-2093 
(Mar. 1968). 

McCulloh, K. E., and Rosenstock, H. M., Experimental test of the 
Franck-Condon principle: Double ionization of molecular hydro- 
gen, J. Chem. Phys. 48, No. 4, 2084-2089 (Mar. 1968). 

MeMurdie, H. F., Progress in x-ray diffraction data compilations, 
Chapter in Fifty Years of Progress in Metallographic Techniques, 
Am. Soc. Testing Mater. Spec. Tech. Publ. 430, 192-200 (1968). 


U.S. GOVERNMENT PRINTING OFFIC = 
POSTAGE AND FEES PAID 


Madey, T., and Yates, J. T., Jr., Work function studies: Chemi- 
sorption of diatomic molecules on single-crystal tungsten, Nuove 
Cimento Suppl. Series I, 5, No. 1, 483-505 (1967). 


Mahaffey, C. T., Basic construction standards and a technical in 
formation center recommended at a Pan American seminar, ASA 
Mag. Std. 36, No. 12, 375-377 (Dec. 1965). 

Maienthal, E. J., and Taylor, J. K., Improvement of polarographic 
precision by a comparative technique, Mikrochim. Acta 5, 939- 
945 (1967). 

Maienthal, E. J., and Taylor, J. K., Polarographic methods in de 
termination of trace inorganics in water, Book, Trace Inorganics 
in Water, Chapter 10, Advances in Chemistry Series 73, 172-182 
(American Chemical Society, Washington, D.C., Apr. 1968). 

Maki, A. G., Assignment of some DCN and HEN laser lines, 
Appl. Phys. Letters 12, No. 4, 122-124 (Feb. 1968). 

Maki, A. G., Interpretation of the CS. laser transitions, Appl. Phys. 
Letters 11, No. 6, 204-205 (Sept. 1967). 


Mann, D. E., Acquista, N., and Linevsky, M. J.. An electronic band 
spectrum of yttrium monofluoride (Proc. 4th Rare Earth Re 
search Conf., Phoenix, Ariz., Apr. 22-25, 1964), Book, Proce. 
of the 4th Conference on Rare Earth Research, pp. 363-372 
(Gordon and Breach, New York, N.Y., 1965). 

Mann, D. E., White, D., Seshadri, K. S., Dever, D. F., and Linevsky, 
M. J., The infrared spectra, structures and thermodynamics of 
gaseous LIO, Li.O and Li.0., J. Chem. Phys. 39, 2463-2473 
(1963). 

Margoshes, M., Selection of wavelengths for atomic absorption 
spectrometry, Anal. Chem. 39, No. 10, 1093-1096 (Aug. 1967). 


Margoshes, M., and Scribner, B. F., Emission spectrometry, Anal. 
Chem. 40, No. 5, 223R-246R (Apr. 1968). 


Marron, B. A., and deMaine, P. A. D., Automatic Data Compres- 
sion, Commun. ACM 10, No. 11, 711-715 (Nov. 1967). 


Marton, L., Photoelectricity, Encyclopedia of Physics, Ed. R. M. 
Besancon, pp. 512-514 (1966). 


*Publications for which a price is indicated are available by 
purchase from the Superintendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 20402 (foreign postage, one- 
fourth additional). The NBS nonperiodical series are also avail- 
able from the Clearinghouse for Federal Scientific and Technical 
Information, Springfield, Va. 22151. Reprints from outside journals 
and the NBS Journal of Research may often be obtained directly 
from the authors. 


CLEARINGHOUSE BIBLIOGRAPHIC JOURNALS** 


U.S. Government Research & Development Reports. Semimonthly 
journal of abstracts of R&D reports on U.S. Government-spon- 
sored projects and U.S. Government-sponsored translations of 
foreign technical materi: Annual subscription (24 
Domestic, $30; foreign, $37.50. Single copy, $3. 


issues) : 


1S. Government Research & Development Reports Index. Semi- 
monthly index to preceding; arranged by subject, personal 
author, corporate author, contract number, and accession/report 
number. Annual subscription (24 issues): Domestic, $22; for- 
eign, $27.50. Single copy, $3. 


** Subscriptions or single copies may be purchased from the 
Clearinghouse for Federal Scientific and Technical Information, 
VBS, U.S. Department of Commerce, Springfield, Va. 22151, for the 
price indicated. 


GOVERNMENT PRINTING OFFICE 1968 O 321 





al in 


ASA 


aphie 
939- 


n de. 
anics 
2-18 


line si 
Phys, 


band§ 
i Re 
Proce. 


3-372 


‘ption 
967). 


Anal. 
ipres- 


M. 


le by 
iment 

one- 
avail- 
inical 
rnals 
ectly 


ynthly 
spon- 
ns of 


ues): 


Semi- 
sonal 


Wr the 





